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ANOTHER BUILDING OF PROMINENCE SLOAN EQUIPPED 


now a dream comes true... 





a hotel goes to college! 


STATLER 


HALL, a 





dream of years and now nearing completion 
on the campus of Cornell University, will be the nation’s first building 
combining classrooms and laboratories for scientific training in 


hotel management. The building will also include kitchens 
dining rooms and sleeping rooms for the practice of hotel operation. 
Because of its purpose such a building must, of necessity, 
be representative of the most modern facilities and functions 


In all details it must demonstrate the best thinking of specialists 
in construction, equipment and maintenance. Little wonder, then, 
that all Flush Valves specified for this building bear the name SLOAN 


Thus the installation of Sloan Valves in STATLER HALL 

HOLABIRD & ROOT & BURGEE, Chicago further supports a nation-wide survey which showed that 

irchitects & F r 63°; of all hotels having 50 or more rooms 

Roane Wee Coemreneee Some » Buffalo prefer SLOAN and that 92.7’; of 
these prefer SLOAN exciusivel\ 

HIPPEWA CONTRACTORS, Buffalo 

I , 2 ( . y 


more stoaw SLush VALVES = 


are sold than all other makes combined 
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introduced procaine penicillin to medicine. This and all sub 


sequent Lilly modifications of penicillin are made to fulfill 


the first requirement of a useful recovery for the patient. 
Prompt. ample. and sustained penicillin effect in hody tissues 
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There is an effective form of “Duracillin’ to meet every 


physician's preference. 
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a valuable aid 2. 


Fravamin 5% 





in postsurgical recovery 


\ large percentage ol patients enter surgery 
; at alow plasma protein level, and the operative 
bibliography AEA lO | Ms 
procedure make urther inroads on the 
already depleted protein reserves.l-2 A lowered 
protein level is unfavorable to recovery. 
It predisposes the patient to pulmonary edema 
and infection, retarded wound and fracture 
healing and impaired liver funetion.s-+ A high 
protein level is conducive to rapid healing. 
Since diets immediately following surgery 
are usually inadequate. protein digests given 
intravenously result in improved strength. 
appetite, and wound healing. Consequently. 
they greatly accelerate recovery. 
2000 ce. of Travan 5°¢ a day will satisfy 
the protein requirements of a high percentage 
of surgical patients. 2000 to 1000 ce. a day 
are given according to requirements.> 


Peavawis is made from bovine plasma. 


PRAVAMIN SG IN WATER 
TRAV AMEN 5%. DEN TROSE 5% IN WATER 


ravemin 


5% PLASMA HYDROLYSATE 


* formerly. PROTEIN HYDROLYS ATE, BANTER 


Product of 
BAXTER LABORATORIES, INC. 


Morton Grove, Illinois 


TRIBUTED AND AVAILABLE ONLY IN THE 37 STATES EAST OF THE ROCKIES (EXCEPT IN THE CITY OF EL PASO, TEXAS) THROUGH 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES e EVANSTON, ILLINOIS 





TWO IN ONE 


“A Better Hot Water Bottle!’ 


This bottle 
ind made by SEAMLESS 
You drop ice cubes into its u 
mouth! You can pour in hot wate 
quick ind easil 
No danger of steam burns' 
washers! No stopples! No 
No worries! And ne 
SATISFACTION ASSI 


SURGICAL RUBBER DIVISION 
THE SEAMLESS RUEEER COMPAKY 
NEW HAVEN 3. CONN. U.S.A 


Roving Kyeottee 


So That's a Scalpel! ur rt ge equipment and 


On the surgical service, frayed nerves enting 1¢ women's auxiliary 
j 


provide tumes. Two auxiliary 


are ever fewer since Evanston Hospital t 


. } ’ rair 1 ¢} | | 
Evanston, Ill presented its nurses, stu members LIne € pa cancers 


egg . eae 
ind beginning interns with The local musicians’ union provided 


ais } 
a specia irgical instrument manual ccompaniment, and 


] 


This 16 page booklet, compiled by r of the Red Cross 


: 
two ler and a former surg rehearsals 


nurse instruct doesn't pretend 

complete ictures only those in urth entertain 
struments used oftenest in this hospi c therapy de 
tal and gives their name and use fo function 


Surgical nurses and 


interns, for in mas cites wner chorus of 
stance, will find illustrated and labeled 
as to function knives and scissors for 
cutting and dissection, special instr 
ments for cutting bones, special instru 
ar, nose and throat 
types of grasping 
ssuc ind 
r exposure 
types, instru hou 
for exploration d, of course, needles iddress 
Drawings of surgical hand signals com library 
plete the manu; dl Chien my folk songs 
An official diet ial for ¢t 1 , llet ge fas from 
of physiciar ther 
at 
DeEleve 
sic therapy 
wever, was the 


Pen 


Music Makes a Difference 


When a fei pot engaged in In 


Sullivan's tunes 

Marlboro State 

recently when 

company of pu ’ ites 
Penzance patient at ! ntains ospital, Mont 
portable tele 
vision ci y hospital's 

Hospit 

first few ind t en 1d em 


marernity 
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SEAMLESS 
FRO-LAR 
ADHESIVE PLASTER 


In addition to minimizing 
itching and irritation, PRO- 
CAP has other important ad- 
PRO-CAP sticks 
better and stays put longer 


vantages 


Ue 
and therefore has a very 
much longer shelf life. 


LITTLE OR NO ITCHING! 
LITTLE OR NO IRRITATION! 


annoying and troublesome problems that 


In 1948, this basically new product won 


nation-wide acclaim . . . Physicians, nurses 
and hospital authorities welcomed SEAM 
LESS PRO-CAP ADHESIVE PLASTER 
is a scientific advance that has long been 
needed . . . Thousands of tests have proven 


that PRO-CAP is the answer to those 


have long been an obstacle to physicians 
and nurses ... A notable success because it 
fills a widespread and serious need . . . Sold 
only through leading surgical and hospital 
supply dealers .. . Write now for illustrated 


brochure and reprints of medical reports. 





tae fe 


Reader Opinion 


Unworthy Buildings 
Sirs pitals built 
Reterence sm ( t ih) s those construct 
talics are 


Apparently 


Sirs 


MEDICA 


REGULAR OR MEDICATED 


GERMA-MEDICA Surgical Soap leaves the 
surgeon's hands soft and supple... cleansed 
and ready for the operation. For Germa- 
Medica Is the purest, most highly refined 
soap, aiways uniform and gentle as a lotion. 


MEDICATED GERMA-MEDICA Antiseptic Li- 
quid Soap contains 22% Hexachlorophene 
(G-11) on the anhydrous soap content, 


HUNTINGTON LABORATORIES, INC., HUNTINGTON, INDIANA, TORONTO 
[1] Send facts on Germa-Medica. [ Regular. ] Medicated. 
Also on the Huntington Portable Foot Pedal Dispenser 
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city 3 STATE 





























... relieves the human element 
in sterilizer operation 
with electromatic control of 


accurate, split-second precision 


WRITE TODAY for detailed om 


AMERICAN STERILIZER COMPANY 


Erie, Pennsylvania 


> DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS aK 


tobe 949 9 





NOW in one brand new Oakite 
Digest are 12 large pages packed 
with money-saving suggestions on 
nospital cleaning and sanitation pro- 
cedures. Step-by-step, job-by-job, 
department-by-department ... here 
are cleaning, descaling, paint-strip- 
Ping and germicidal procedures per- 
formed the hospital-tested Oakite 


way: 


Time-Saving Tips For 
Dietitians 
Commissary Managers 
Housekeepers 
Laundry Managers 
Maintenance Men 
Power Plant Engineers 


Write TODAY for your 
free copy! 
OAKITE PRODUCTS, INC 
184 Thames Street, NEW YORK 6, N. 7, 


Specialized Industrial Cleaning 


MATERIALS © METHODS © SERVICE 


10 


those in poor circumstances or in low 


income groups; they add to the usual 


hospital objectives rehabilitation service 
a patient's residual strength will 
be made use of so that he can become 


useful to himself and society; they recog- 


nize that home medical care belongs 


to the hospital as one of its important 


functions even if it has to be limited 


the hospital's neighborhood and to 


limited number of people, and, final 


} 


ly, a modest program of disease preven 


tion on a level that would be under 
standable to the people of a community 
i hospital 


is a logical undertaking by 
The people in the community become 
increasingly aware of its hospital when 


iches them through the above func 
to the care of the im 
Awareness of the hos 


financial support 


J}. |. Golub, M.D 


Hx spit il 
New Y 


This Is Hot 


Sirs 


When chance and want 


ivory domicile and try 


1 


€ pgrass-root level in 


poor hospitals are be 
n smoking your mar 


how they 


puring 


Exception Noted 


Sirs 


Contributi to the Patient 
il Welfare Rev. Canon Ed 
A. Groves IJr.. in the July issue 

MODERN HospIitAt. | wis! 


pron ( nin Nn his premise 


ists when their opinions are needed and 
will contribute to the patient's peace of 
mind or actual recovery 

By the token 


difference in the abilities of 


same there is as much 


various 


priests and ministers as there is in 


doctors; the approach of some being 


absolutely harmful to the patient. As 


much care should be used in selection 
of the 


doctor 


in selection of the 
work 


clergyman is 
Let's not put any more 


on the trained nurse but have her 
zo back to her basic problem of look 
ing after the physical well being of the 
patient 

M.D 


Alexander W. Blain 


Derrort 


Beauty Shop 
Sirs 

Does the hospital have a written con 
tract with the proprietor of the beauty 
salon who is operating the mobile hos 
pital beauty service January 1949 
MODERN HOsPITAI 
Do you furnish storage space in the 

] the operators equipment 


Sister M. Loretta. OS.B 


Saint Mary's Hospital 
Duluth, Minn 


Sirs 


In reply to the inquiry about our 


mobile beauty would like to 
say that we d written con 
tract with the proprietor All 
arrangements are 
are subject liscontinuance 
by rne hé¢ spit | 
We furnish st 
pital for the uniforms 
and the 


necessary 


bile machine 


trans 


Requests for | ty servic re 
1 thre 


mitte telephone operator 


ind all financial rangements are su 
pervised by our 
may be intereste 
complete be 
ployes As the 
building tl 
s able te 
and others 
very im pe rt 
ty shoy 
this type 
n improving pat morale and 


without any inconvemence 


M. Waife 
Menorah Hospita 
Kansas City Mi 
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how to plan for proper work flow 


--- BLICKMAN’S 
PLANNING SERVICE for efficient 


layout of cabinets and casework 


e@ The saving in time and labor, resulting from good layout, makes 
proper planning vital. That's why so many hospital executives con- 
sult Blickman planning experts about central supply and work rooms, 
utility and milk formula rooms, laboratories and other departments 

Through years of close contact with hospital administrators and 


LABORATORY — St. Peter's Hospital, Albany, N. ¥ architects, Blickman hospital consultants have acquired a thorough 
Stainless steel cabinets and counters in this hospital 
1 


stom-designed by Blickman to meet understanding of hospital procedures. They study the specific prob 


laboratory were « 
the special needs of this hospital P 3 : 
lems of your institution, then carefully plan the proper layout to 
assure a smooth, efficient work flow. That's nor all! Experts design 
and construct the individual units to fit your plan and follow through 


, 


to proper installation. This three-fold service — planning, fabrication 


installation — assures you a step-saving, labor-saying -zastallation, 


built to give many years of service 
Next time you have a layout or equipment problem, call in a 
Blickman hospital consultant 
= 
SEND FOR HOSPITAL BULLETIN NO. 10-CBC | =10ce, 
ad ~ 


llustr id rib 311 1-Buile cabine at 
MILK FORMULA DEPARTMENT — Elizabeth Stee! Magee ween and describes Blickman-Built cabinets an | = 


Hospital, Pittsburgh, Pa This milk formula room was casework for every hospital depar 


tment 


Blickman-planned for efficient, continuous work flow, 
with emphasis on step-saving, labor-saving procedures 7 
S. Blickman, Inc., 1510 Gregory Avenue, Weehawken, N. J. 


New England Branch: 10 High St., Boston 10, Mass 


 Blickman-Built aes | baa 


< 
eet | 
4 - ve 


HYDROTHERAPY & NURSERY & PORTABLE 
PHYSIOTHERAPY MATERNITY EQUIPMENT 


e Hospital é ngecgparnen 
CABINETS 6 OPERATING 
ROOM 


FOOD 
Casework CONVEYORS 
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General Electric X-Ray presents 


for the cancer specialist or cancer 
clinic requiring a specialized design 


The new Maxitron 250—Only in the experimental labora 
tory has the spectral coverage now made possible by the 

w Coolidge beryllinm-window tube been possible before 
From 75 kvp to 250 kvp, the new Maxitron 250 produces 
x-rays of unusually high intensity. The most advanced 
design available in medium-voltage equipment makes 
positioning the tube head, for treatment of any part of 
the body, simple and easy. An end-grounded tube keeps 


the treatment area clear and free of obstruction. 


SEE THEM BOTH — The Maxitron 250 and Maximar 250 III 
highlight the General Electric X-Ray exhibits at the Roentgen 
Ray meeting in Cincinnati, Ohio ‘October 4-7). and at the 
Radiological Society meeting in Cleveland. Ohio ‘ December 4-9). 


TAKE YOUR CHOICE--In which of these two General Electric 
X-Ray units are you interested? Write us. We'll gladly 
send you complete information. General Electric X-Ray Cor- 
poration. Dept. J-12, 4855 Electric Ave., Milwaukee 14, Wisc 


IB RATT Peres Byrd Canim 
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two new therapy units... 


for the radiologist or hospital running 
an “average” schedule of general work 


Phe new Meaximar 250 III ~ Within its voltage 
range of from 80 kvp to 250 kvp, the new Maxi 
mar 250 III will operate continuously. Its low 
inherent filtration assures high x-ray intensity; 
permits the practical use of high filtration at the 
higher voltages. A_ filter-indicator interlock is 
available which indicates the filter in place; pre- 


vents accidental operation with the wrong filte) 


GENERAL €@ ELECTRIC 
CORPORATION 


Vol 73. No 4, October i949 





~Camphelly,peuadbed 


THE LATEST CONVENIENCE IN HOSPITAL EQUIPMENT 


The Campbell Bed offers the patient fingertip control of ease and comfort. 
Convenient two-way switches activate head and foot units independently or simul- 
taneously, with instantaneous reversible action. Operates on 110 Volt- AC current. 
The Campbell Bed is adaptable to your standard hospital bed ends (36 to 39 in. 
width). Available with or without head and footboards. Write for 


illustrated 
descriptive bulletin +100. 


GUARANTEED: The Campbell Bed is guaranteed for three 


years against mechanical failure under normal 


operating conditions, 


Sold exclusively through surgical supply houses. 


CINCINNATI 2 © OHIO « U.S.A. 
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CR a re 


Vol. 73 


ia Pe EC We eT 


And who wouldn't be, I'm leaving to- 
But before | go, 1 want to 
to the stafl for the won- 


morrow 
say ‘thanks 
derful treatment and attention they ve 
viven me. and for this cheerful room. 
My friends have all had compliments 
for it and particularly for the tile floor. 
And they're its quiet, 
attractive, and I've noticed particularly 
how easv it is to keep clean. The 
it was Hood Rubber 


so right... 


nurse told me 


—FOR RUBBER TILE 


No. 4, October 1949 








Tile and that it’s been in the room for 


15 years youd certainly never 
know it! 

~*~ * * & & 
Wherever flooring beauty. longer wear 
(20 years in a Massachusetts hospital ), 
ease of maintenance and comfort are 


of vital concern, the choice is Hood 


Rubber Tile. Write for free color cata- 


log. See why leading American hospi- 


tals use Hood Rubber Tile. 


99 


i 
| 


=== 


. | 


Rubber Co. | 


A DIVISION OF 


“OOD—FOR ASPHALT TILE 
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Which would you prescribe 
for Infant Feeding? 


NATURALLY, you'd choose aname you — evaporated, homogenized, enriched in 


know...one worthy of your confidence vitamin D, and sterilized, under the 


most rigid controls. Constant tests and 


AND CARNATION profec/s your recom 


the most scrupulous vigilant inspection are your guarantee 


iniformity and that every can bearing the name Car- 
nation meets the highest requirements 


, of the medical protession 
arnation Milk is . 


wcuracy’ NO WONDER 8 our of 10 mothers 


hants under who use a Carnation tormula say, “My 


supervi doctor recommended it!” Its the milk 


onfidently prescribe 


| 


and year out 





SY Guat 


EVAPORATED 





witanam 0 108 frapoaeali’ AG 
= _ MILK 
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Ignorance of hospital problems and needs is the breeding ground 
for lack of sympathy and interest in any hospital’s ambitions and progress. 


Merely to acquaint people in the community with your needs and ambitions 
will never, in itself, arouse an active interest—nor will it create 
the goodwill you must have for the success of your undertaking. 


Just what, then, is this “goodwill” and how can it be created ? 

Goodwill—as it applies to hospitals—can best be defined as 

a deep appreciation of the wonderful services you 

render the community you serve. 

To instill a deep sense of appreciation is not as 

difficult a task as it might appear to be. 

Quickest, most effective way of accomplishing that is merely to 

convince your patients of the hospital's interest in them and their families.... 
“making it easy” for them to talk about your hospital and to praise its services. 
To show that interest—genuinely—start your goodwill building program 

with the parents of babies born in your hospital. 

Then—their lasting friendship—and that of their children—will become 
increasingly more valuable as the years go by. 

Hollister Inscribed Birth Certificates and Certific-ettes—working together— 
will create goodwill and favorable comment—act as a powerful 
advertisement of the wonderful services you render the entire community. 


>) i sat - 
HMbliister Heir loom Quality To see how all this may be accomplished, please turn the page. 
WwW ~~ — 


‘Franklin C. Hollister Company 


843 NORTH ORLEANS STREET... . CHICAGO 10, ILLINOIS 





| a 


V/V) LLL? \ U/t7t LIK These are the three Goodwill ‘Builders that 


nill do much to insure the success of your program 


MATERNITY BOOKLET—presentation of this attractive 16 
page booklet becomes the first evidence of your interest in the 
prospective patient and her family. 


With the inside front cover reserved for your hospital's message, 
this informative booklet—free of commercialism—is a gift that 
will supply the information every maternity patient should have 
before entering your hospital. This will be an appreciated gift— 
positive proof of your interest. 

(Note: A supply of these maternity booklets—imprinted with your 


hospital's message—distinctively yours—is furnished without charge 
with each order of Certific-ettes.) 


Yoouke CERTIFIC-ETTES — pertect miniatures of the 
OL, 


featuring a tiny gold seal with the embossed imprint of a baby’s 


Birth Certificate you will present to the parents— 


feet—offer parents the newest, cleverest means of announcing 
their baby’s birth. 
Attractively packaged in ribhon-tied boxes of 24 Certific-ettes and 


match mg ent elope 5 (wath gold stork seals for the ent elopes )—this 
Hollister Goodwill Builder offers unusual profit possibilities. 


HoLuisteR, (arcled o1RTH CERTIFICATES— the pre- 
sentation, as a “going home gift”—of an Inscribed Birth Certifi- 
cate to parents of babies born in your hospital—providing, as it 
does, indisputable proof of the baby’s identity, becomes—for that 
family—additional proof of your hospital's interest in them. Every 
Inscribed Certificate becomes a treasured souvenir. Of heirloom 
quality, they serve always as a happy reminder of the services 
you render. 


Notice, please, that every one of these three Goodwill Builders has been designed to—and will prove your 


hospital's sincere interest in the welfare of your patients and their families. 


...to build and hold goodwill... 
to create favorable comment... to instill a deep sense of appreciation... 


to earn a handsome profit..... 


Start your goodwill program now. Working together—these three Hollister 


Goodwill Builders will earn tor your hospital the goodwill you deserve in 


the community you serve 


FRANKLIN C. HOLLISTER, 833 N. Or f iwago 10, Illinots 


Please send us the new literature describing these thr Goodwill Builders 





INDEX TO ADVERTISEMENTS 


(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—26th Edition 
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Hospital Mattresses 


Cool, clean and oh! so comfort- 
able. Flexibility makes them 
ideal for Gatch beds. Their ex- 
tra long life makes them, by 
far, your smartest buy. Made in 
standard, bassinetand crib sizes 


Invalid Rings and Knee Cushions 


Villions of air cells breathe in and out with 
each body movement, dissipating body heat and 


providing cool comfort 


Ambulance Mattresses Operating 


“ti > 
Aidan enathere bumps and and Inspection Pads 
jolts. Easily washed and disin- Aistamss easures canitary com 
fec ted. fort, helps prevent after effects 
of cramped positions. 


Fracture, Cast and Pressure Padding 
Airfoam is ideal for orthopedic padding, including 
artificial limb cushioning. Readily conforms to any 
body shape. 


Now —all the Comforts of Airfoam 
in these hospital specialties 


PPAUE known advantages of Air- 

foam are now available in a 
wide variety of mattresses, pil- 
lows. cushions and hospital spe- 
cialties that bring healing comfort 
to the ill and bed-ridden. Order 
from your supply house, or write 
for Booklet S-6900, deseribing 
the complete line of Airfoam 
products for hospital and institu- 
tional use. Address: Goodyear, 
Airfoam Dept., Akron 16, Ohio. 








by 
GOODFYEAR 


“THE GREATEST NAME IN RUBBER 


* TM. The Goodyear Tire & I ¢ Compan 





Quick test 
for real comfort 


Airfoam gives to the lightest touch, comes back 
the moment pressure is lifted. It’s this airy 
buoyancy that makes Airfoam so utterly restful 








Squeeze discomfort right out of the air-with UniTrane 


With Unilrane 


itioned. alter the 
iter has beet 
he idl Merely 

formigtion thou 

Ds-420. Th 


Trane sales o 


THE TRANE COMPANY. LA CROSSE, WIS 


Manufacturing Engineers of Heating 
tioning Equipment — Unit Heaters 

and Cooling Coils, Fans, Compressors 
Ventilators, Special Heat Exchange Equipment 

Water Heating Specialities IN ANADA, TRANE COMPANY 


OF CANADA LTD., TORONTO 


y Type MC UniTrane unit shown here has two circuits in one compa 
ols ventilation and moisture. The other controls room temperature 


air conditioning in multiroom buildings without 


—_- em 
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( ili AT THE TEST FIGURES! Ii) hiotels. hospi 
tals. institutions—wherever curtain maintenance i problem 
Vou Cali Save TOTES with Fiberglas HAULS ttes. Tlie figures 
it the right are typical of the important savings which result 


when these modern curtains are used. 


FIBERGLAS MARQUISETTES 


@ Sts | li ig less washing 


e No ironin: no stretching — no altering! 


e Cant shri no sorting and pairing! 


Just wash 
Whiat's 


proot. mildew prool Statn-resistant. water repellent! 


ore tN ! itast. sa proof silverfish-proof rot 


Main 
CFG Sy 44/7 \ tenance 
‘ Woven of all go] iss tibers cost for 
é one year 
Fiberglas marquisettes canne t burn hey offer security trom y 





the ever present hazard of fire a satety factor most unusual 


1 curtains! 
OWENS-CORNING 


FIBERGLAS 
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marble 


the Doctor’s first assistant! 


In every part of the Hospital, Cleanliness must be 
above suspicion—a Cleanliness in operating rooms, 
laboratories, wards, corridors, toilets, kitchens and 
reception lobbies, that extends beyond mere appear- 
ance and approaches the standards of sterilization 





established for bandages and surgical instruments. 


Marble meets fully all such demands. It is the easiest 
and cheapest of building materials to maintain or 


keep clean. 


Marble Institute 
of America, inc. 


FORSTER AVENUE, MOUNT VERNON, N. Y. 
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with these windows you 


Gut forget All 
Other Maintenance! 


Yes, routine washing is the on/y maintenance these 


Adlake Aluminum Windows will ever require 


Thus before you know it, by eliminating all 
maintenance cost, they'll pay for themselves 
What's more, they'll last as long as the building 


ONLY ADLAKE WINDOWS have the combination of 
woven-pile weather stripping and patented serrated 
guides that assures minimum air infiltration and 
absolute finger-tip control. And Adlake Windows 


never warp, rot, rattle, stick or swell. They 








retain their good looks and easy operation 
for the life of the building 


ak: Be 


FOR THE WHOLE STORY on how Adlake Aluminum 
Windows save maintenance costs and give 
worry-free operation, drop us a post card today 
Address The Adams & Westlake Company 
1105 North Michigan Avenue, Elkhart, Indiana 
No obligation, of course 
» QUALITY 7 
Appngyey 





¢ Minimum Air Infiltration © Finger-tip Control 
® No Warp, Rot, Rattle, Stick © No Painting or Maintenance 


© Ease of Installation 


TRADE MARK 


THE 


Adams & Westlake 


COMPANY 


Established 1857 « ELKHART, IND. + New York + Chicago 








“Here’s a real time-saver!”’ 


lreatment Rece rds in Kardex Desk | nits save 
Ime tor nurses 1n the Presby te nan Hospital, Newark. 


rable the m to carry out doctors’ ord rs with precise, 


uracy 
r section of the hospital has a Kardex Desk Unit 


Wl] data and instructions on each patient, and 

mut the time and type ot medication or treatment 

rs’ instructions need b pied only once, thus 
cription 


ITlOUS SIZES, and the 


ent svstems can be used 


install these 
Ihe hours of treatments are checked on 


he visible A : lisaat 
valuable time the visible margin of each card at Presby 


terian Hospital so that a single swift glance 
Ils the » whicl “quire med 
tells the nurse which patients require medi 
oul S 1 nd maintain t IC\ 
l d ive Time na wntamM accurac cation or treatment at any given time. Ahove 
» 
ir nearest Re mington the margin on each card are the doctor's in- 


Divisior 315 Fourt! structions opposite the designated hour 
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TURN ON THE | 


The NEW 


SUONLIGHTER 


(First successful sun-ray re- 
production over large areas) 


Excellently suited for 
use in CLASSROOMS 
GYMNASIUMS - ASSEMBLY 
HALLS - HOSPITALS 
SANITARIUMS - OFFICES 
FACTORIES - BOWLING ALLEYS 


At last.a reprodu tion of the sun’s most 
desirable ultra-violet ravs — the rays 
that tan the skin to a robust tone, pro- 
duce Vitamin Ds: he Ip in the ae position 
of calcium for sounder teeth and more 
rugged bones. to « ure and/or to ward off 
rickets: a// the benefits to health of the 
sun's ultra-violet rays. (Specular Alzak 
s.) 
STAYS 


a Sap fe) COOL 


ensemble 
with the sun-lamp centered between lighting 
lamps. Length of lamps gives effectiveness 
over large area... Available in 64”, 72” 
and 96” LEADER Slimline models. Also in 
LEADER SM-240 (4 ft.) and SM-2-100 (5 ft.) 
. . . 40/60 LIGHT DIFFUSION—plus sun-rays 
. . . Complete specifications upon request. 


LEADER leads again! 
IMMEDIATE DELIVERY on this 
revolutionary fixture! 


13, No. 4, October 1949 


Sunlighter Model 
No. SMS-240 


Not a theory for the future but an actuality for immediate 
delivery: LEADER’S SUNLIGHTER—a 2-in-1 fluorescent 
fixture of quality illumination and a successful duplica- 
tion of sunlight’s ultra-violet rays. 

Here is a sun-lamp fixture that eliminates the faults of 
previous sun-lamps. The first ultra-violet radiations 
similar to sunlight: 2800-to-3200 Angstrom band...a 
continuous band concentrated in the most biologically 
effective spectral region... produces Vitamin D in very 
substantial quantities ... (Undesirable wave-lengths are 
blocked out...lamp stays cool to the touch during use!) 


Sold and installed only by the better 
electrical wholesalers and contractors 


LEADER ELECTRIC COMPANY 
3500 North Kedzie Avenue, Chicago 18, Ill. 
West Coast Factory: 2040 Livingston, Oakland 6, Cal. 





Goodall] wever-with-mohar Prints 


1) Vat-Dye Washable 





Colors 


oe SS 


ee °F en ae ; 

= ser" 

y 9 sae _ 

Sih) NEW DESIGNS 
ot 7 iT I 
re 


rt & 4,” 75S 
*» Zw ! « 
«eZ 4 = \ 4 ee 





kor Longe ) } } CU) Seat NDP... Rendall Castes Miceumed 


One-Piece Bedspreads are 
Color-Related to These Prints! } 


Lower Maintenance... Every hs 


Slipcovers and Draperies 














Setet-ery of 
Goede! Santend. le. 


THE FINEST NAME IN FABRICS 7 


Oe ye a a ae 


Write: Goopatt FABRICS, INC., 525 Medison Avenue 
New York City f ple snd informatior 


GOODALL FABRICS, INC. + NEw YORK * BOSTON + CHICAGO © DETROIT © SAN FRAN > * LOS ANGELES 
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Surgeons have told us time and again that Rollprufs have excellent 


qualities not found in other surgical gloves. Here are some of the 
reasons they like Rollprufs: 


Flat handed cuffs this exclusive Pioneer development stops wrists 
from rolling down during surgery reduces tearing. 


Durable Rollprufs are processed to stand extra sterilizings, give 
you longer glove life for your money yet they're sheer, offer added 
sensitivity to surgeon s fingers. 

Comfort-fit — all Rollprufs, both latex and neoprene, are more com- 
fortable, less tiring over periods of long wear 

Pioneer Rollprufs — are made of finest natural latex and of DuPont 
neoprene. Neoprene Rollprufs are made in the new hospital green 
color for easy sorting. Experience shows they are free of the dermatitis- 
inducing allergen sometimes found in naturai rubber 


Adopted by many hospitals all over the country, Rollprufs are more 





for your money. Specify Rollprufs insist on them from your supplier 
or write us. The Pioneer Rubber Company, 750 Tiffin Road, Willard, Ohio. 





Pioneer Skin Finish Rollprufs 
made of latex — r, new Pioneer Autopsy Gloves— 
skin sote texture on-slip 
“ f durable, comfortable, light 
ft. ish on fingers adds remark 
able new sureness to surgeon's weight neoprene gloves. Non 
cna lat-handed cuff : slip tinish for greater dexterity. . , 
sar Flat-banded cutly — ne See our complete Surgical Glove Catalog 
roll down 


in Hospital Purchasing File 


4 October 1949 





w 2. Unmatched 
for Ease in Keeping Clean! 


Wood is characterized by enduring 
strength, functional adaptability, and 
comparative lightness. In these qual- 
ities alone, we find in wood a su- 
perior material for Carrom furniture. 


However, Carrom Wood Furniture 
offers much more . in qualities 
essential to good institutional service. 
Its smooth finish, which penetrates 
deeply into the pores of the wood, is 
easy to clean and keep clean. Super 
ior craftsmanship and basically sim 
ple, design combine to 
eliminate cracks, crannies and crev- 


clean-cut 


ices which otherwise collect dust and 
dirt. All joints smoothly and 
permanently fitted for good 


are 


construction, good appearance and 
good housekeeping. 


Still more is yours in Carrom-built 
Here is a product made 
By 
the extra care employed in selecting 
and seasoning hardwoods, forming 
posts, legs, bed stretchers and other 


furniture. 
exclusively for institutional use 


vital parts from solid stock and fit- 
ting Carrom 
you institutional furniture unmatched 


joints securely, gives 


for serviceability 


Carrom Fine Wood Furniture, 
made by craftsmen who “‘build for 
the decades,’ will meet your every 


requirement. 


CARROM INDUSTRIES, INC + LUDINGTON, MICHIGAN 


New York Office: 19 W 44th St 
Chicago Office: 1503 N. Sedgwick Ave 


CARROM FURNITURE monieuaen : 
H11/d FOR THE DECADES... 


Ralph Berg 
James L. Angle 
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LONG LASTING FINISH 


Carrom Wood Furr 
finish 


ture receives 


a hard, tough that pene 
trates nto the pores of the 


wood, becoming of the 


wood itse hip off 
nor fla » other 
objects 
deep scra 
and efface 
of Wood 


tained to the hiahes 


emphas 


WOOD FURNITURE FOR 


HOSPITAL SERVICE 
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“I’ve also learned MARTEX 


Wlarléx Fatrlax towels last a long time” — 


® 


towels . toweling . bathmats It may surprise probationers that the lovely MARTEX towels 


th 


AND NOW —s 
. even under heavy duty hospital use 
NEW sheets and pillowcases x : — 


But it is no surprise to hospital management that MARTEX 


it home are woven to last a long time 


towels are economical and sturdy. Records of length of towel life 
hMARTEX a in use show that the plied yarn ground warp threads 
fo MARTEX name-woven terry towels insure resistance 


to unusually hard wear 


It always pays to specify MARTEN 


FAIRFAX ' “ : . on your purchase orders 


products of WEST POINT MANUFACTURING COMPANY 
W ELLINGTON SEARS COMPANY, selling agents 
65 Worth Street, New York 13, New York 


DETROIT ATLANTA PHILADELPHIA SAN FRANCISCO LOS ANGELES 





Thousands of hospitals have already 
responded favorably to treatment 
for unwanted noise Some cases, ot 
course, are more severe than others, 
but the symptoms are always the 
same: Retarded Patient Recovery, 
Rapid Staff Fatigue, Irritable Dispo- 


sitions 


Your entire hospital staff, as well 
as the patients, can actually suffer 
from the effects of banging doors, 
clattering dishes. echoing footsteps, 
ringing bells and non-muted conver- 
sation. Routine hospital operation 
must naturally create many noises, 
but these sounds can be effectively 
muffled. Beneficial quiet replaces 
disturbing noise when modern 
Sound Conditioning soaks up un- 


wanted noise 


Acousti-Celotex ceiling tile imme- 
diately quiets noisy hallways, wards, 
rooms and kitchens Unwanted 
sounds are checked before they can 
pile up into a constant, irritating din 
And this modern acoustical ceiling 
tile requires no special maintenance 

he washed and pa nted repeat- 

without reducing its sound ab- 
sorbent efficienc y 

Your nearest Ac ousti-Celotex dis- 


tributor will gladly diagnose and 


recommend treatment for your noise 
proble m. i lute ly free! Write to- 
day for his name and your free copy 


ve booklet "2a 


Questions and Answers on Sound 


Conditioning.” The Celotex Corp 
120 S. La Salle St.. Chieago 3, II 


Acousti-Cetotex 
ound Conidltining 


IDERN HOSPITAL 


THE CELOTEX CORPORATION + CHICAGO, ILLINOIS 





New Folder Describes 
Complete Du Pont Color Conditioning 


Plan for Hospitals 


seca meeps 


Twenty years ago, Du Pont conducted 

its first major experiment in functional hospital 
painting. Now, the widespread acceptance of Du Pont 
Color Conditioning is a matter of record. 


To provide a better understanding of the principles Send coupon today! 


of this scientific painting plan, a new, illustrated 


folder has been prepared. It shows you how the correct 
use of light and color helps satisfy the psychological ee oe ee 


needs of patients . . . helps hospital personne] 


see better, feel better, work better ee ee ey ee 
P Finishes Division, Dept. M.H...9 
Mail coupon today for your free copy of Wilmington 98, Delaware 
Please send me, free of charge, your folder 
Du Pont Color Conditioning for Hospitals 


Du Pont Color Conditioning for Hospitals.” 


Name__ 


litle 


Hospital _ 


Address 


BETTER THINGS FOR BETTER LIVING 
THROUGH CHEMISTRY 


City and State_ 
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BED-LIFTER 
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The Zimmer Hydraulic Bed Lifter operates 
simply by moving the plunger at top up 
and down. It lifts 1000 Ibs. easily, and 
has a lift range of 18 inches. It weighs but 
13 lbs. Send for complete data. 





Liummev 


MANUFACTURING CO., WARSAW, IND. 
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® Protects you against 
anesthetic explosions 





the STATICATOR Works 


{antenna wire from the 


How 


STATICATOR is attached to the 
patient's mask. A ground wire ts 
connected to the operating table 
and another to the gas machine. 
When any moving objec t produc es 
a Static charge, it is detected by 
the antenna wire and amplified 
many times to produce the warn- 
ing signal. No complicated wir- 
simply plug into any 110 
outlet 


ing, 


volt, SO or OO ¢ vele, 1¢ 











LISTED BY UNDERWRITERS LABORATORIES, Ini 
REVIEWED IN: MARCH, 1949 “ANESTHESIOLOGY” 


The newly-developed STATICATOR is an in- 
strument for positively detecting the presence 
of static electricity in the operating room. The 
anesthetist can remove the object causing 
Static disturbance, or warn the person causing 
the charge to either remain away from the 
operating area or touch a ground. 

The STATICATOR is placed atop or adja- 
cent to the gas machine, near the anesthetist 
at all times. When a static electrical charge 
approaches the area of anesthetic gas, a needle 
on the meter is deflected and an audible tone 
is produced. The anesthetist immediately hears 
this “buzzing” sound, yet it does not distract 
the surgeon. 

Write for further information today. 

*K Sraricator is the trademark of 
Inderson, Inc. to designate its in- 


described. Domestic and 


Foreign patents applied for 


Ww. £ 


strument herein 


PLAN WITH AMERICAN 


the first name in hospital supplies 


HOSPITAL SUPPLY CORPORATION 


OFFICES 9g EVANSTON, ILLINOIS 


AMERICAN 


GENERAL 
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A leaflet on Anacap 
Surgical Silk on 
spools is now avail 
ak'e on request 





Mow nigilabl Of Apouth 


D&G ANACAP* SURGICAL SILK 


\ non-capillary silk of exceptional tensile strength, outstanding for many years 
as a specialty suture with or without D&G Atraumatic” needles, Anacap Black 
Braided Silk is now available on spools, unsterilized, in lengths of 25 and 100 
yards and in range of sizes from 6-0 to 5. Packed in a transparent plastic box, 
Anacap Silk is well protected from dust and dirt and may be readily sterilized 


by boiling or autoclaving. 


D&G SUTURES 


“This One Thing We Do” 


DAVIS & GECK, INC., 57 WILLOUGHBY STREET, BROOKLYN 1, N.Y 
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After a long trai : 1, 


Hundred Years’ War, John of Arderne set- 
ind practised there from 1349 to 1370. He was 


irst to devise a surgical 


erally regarded as incurable. His 


e modern procedure. In this he con- 
t with his frenum cesaris, or four 
ed the fistula with special instru- 


hed him as the first 





_» that doesnt, need replati 
oe HPs ainless Stee equipme™™ > 


our 
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Admittedly, t irst cost of Stainless Steel equipment 
s frequently er than that of equipment 
from other hospital superintendents 


long recognized that because Stainless does so much 


i 
more, does it so much better and lasts so much longer, it 
is often the che pest materi il that can be used 
Superintendents value Stainless for its great contribu- 
tion to maintaining asepsis, its ease of cleaning, its superior 
tance to corrosion nd the aesthetic ippe il of its 


ing, spotless surtace 
ut, most of all, superintendents are partial to Stainless 

ane of all these advant ives Stainless Steel 
Is durable material that stands up for years under 


the extremely severe conditions ot hospital service The 
ilt ilmost negligible maintenance costs and virtually 
no replacements 
From kitchen to operating room from instrument 
stands to elevator doors it will pay you in the long run 
to specify Stainless Steel. And for the finest possible per- 
i 


formance from Stainless equipment, make sure that it is 


pertected service-tested material that 


is uniform in composition, finish and fabricating quality 


| SSeS Stamiless i 


AMERICAN STEEL & WIRE COMPANY, GENERAL OFFICES: CLEVELAND, OHIO 
CARNEGIE-ILLINOIS STEEL CORPORATION, PITTSBURGH & CHICAGO 
COLUMBIA STEEL COMPANY, SAN FRANCISCO - NATIONAL TUBE COMPANY, PITTSBURGH 
TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
UNITED STATES STEEL SUPPLY COMPANY, WAREHOUSE DISTRIBUTORS, COAST-TO-COAST 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


U°S°S STAINLESS STEEL 


SHEETS STRIP PLATES BARS BILLETS PIPE TUBES WIRE SPECIAL SECTIONS 


STATES o.5 68 t 








ts never too early or too soon to plan extra good meals. For they influence 
patie nts and « inploy ees to talk enthusiastically about those meals Just 
be sure to utilize the extra voodne ss of General Foods institution products, 


such as Jell-O, Log Cabin Sy rup and Post's Cereals. They're spec ially pac ked 


for quantity preparation And almost all are packed with prize coupons! 


No wonder smart food buyers are specifving “General Foods particularly 


since now is the time to think about gifts for Christmas 


The MODERN HOSPITAL 





Mail Your Prize Coupons 
For Xmas Gifts Before Det. Ist 


Here's the new and thritty way to do youl Christ- 
mas shopping ¢ arly this veal Use your prize cou 
pons pac ked with most Gee ral Foods institution 
products for all sorts of Xmas gifts No matte! 
how paris coupols you sé saved there are large 
medium and small gifts a tilable some fot as few 
is 70 prize points from television and radio 
sets, to came4nras and electric razors to cigarette 
lighters and clo ks. Ib vou havent a General Foods 
Prize Catalog listing, the hundreds of prizes write 
for vour Tree cops today 

lo receive your St lections in tin for 
Christimas be sure to mailus youl prize 
coupons and gitt chores before De 
cember Ist General | oods Premium 


Dept Battle Creek Mich. 
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for 


Cafeteria and 


Athletic Department dos 


supplied by 


SINGLE GAS SYSTEM 


PEAK DEMANDS ()r \)/ 


GAS 


AMERICAN GAS ASSOCIATION 


(20 LEXINGTON AVENUE, NEW YORK 17, N. Y. 





and you get 
7 FRONT FIRED 


top burners! 


Greatest feature on 
any heavy duty range! 


Titi 


‘ 


Garland gives you the heat you want-—-where 


you want it. For instead of two or four, Garland 
gives you seven individually controlled burners 
all front-fired to distribute heat to every part of 
the cooking top 

With seven burners you get greater flexibility of 
heat control—an infinite number of heats on differ- 
ent parts of the top as you desire. Pictured above 


aa 


Heavy Duty Ranges * Restaurant Ranges 


Chain we 


are only a few of the heat variations you can get. 
For greatest value, it pays to choose the leader! 

All Garland models are available in stainless 

steel and equipped for use with 

manufactured, natural or L-P 

gases. Consult your Garland 

Food Service Equipment Dealer. 

He is an expert advisor. 


19 TO GAS 


FOR ALL 
COMMERCIAL COOKING 


THE TREND 


Broilers * Deep Fat Fryers * Toasters 


Roasting Ovens * Griddles * Counter Griddles 


RE 


PRODUCTS OF DETROIT-MICHIGAN STOVE CO., DETROIT 31, MICHIGAN 
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THEY'VE GOT TO BE GOOD! 
I Hospitals 


durability require 
Towels (both plain and 
Bath 


»meet the 
Huck and Turkish 
name woven! * Cabinet Toweling 
Damask Table Tops and Napkin- 


Mat. + 
Corded Napkins 


t 
DUNDEE MILLS 

N RPORATED® GRIFFIN, GA 

l t Fumous Nationally Advertised 
ys: W Worth St.. New York. N.Y 


Showroor 


( 
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A REVOLUTIONARY 
COMMERCIAL VACUUM CLEANER 


sermons 
Sat Bs 


IT’S QUIET— NO ROAR! 
NO UNHEALTHY LEAKING DUST! 
NO DUST BAG TO EMPTY! 


Sensationally new and different! Fills the demand 
for an all-powerful cleaner that’s not TOO big, not 
TOO small! Knee-high...yet holds nearly a bushel 
of dirt! Built to stand-up under grueling work 
schedules! Light, super-portable—slashes labor and 
maintenance costs! 


No disturbing roar! Work it ‘round the clock! 
Unhealthy dust can’t escape—it’s filtered 4-ways! 
New “Energizer” automatically maintains full clean- 
ing power! 


No. 80 Carpet Nozzle outcleans every other rug 
cleaner tested ! 


Highly maneuverable! Cuts cleaning time! Saves labor! 
No dust bag to empty—smooth metal bowl empties like 
ash tray! 

Heavy-duty *, HP AC-DC motor—never needs oiling! 


36-ft. cleaning range from one outlet! Non-kink rubber 
hose! 


Lock-seal tubes—can’'t lose suction or come apart in use! 


LEWY 


P CORPORATION ui eaner Divisior Suction-sweeps bare floors, too! 5 all-purpose attach- 
M-10, 60 Br iy, Brooklyn 11, New Yor! ments! 


Send me free, detailed specifications of new Lewyt Rolls on silent casters—anybody can operate it! 
Commercial Cleaner ° : % - : 
Sensationally low-priced! Fully guaranteed! Service-free! 
Name 


Institution 
co LEWYT 
Since 1888, makers of fine precision equipment! 


39 
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In bright, spacious laundry department, are two 
NORWOOD CASCADE Washers, left. 4-Roll 
STREAMLINE Ironer, right, irons all linens 


American Extractor, right, removes water from 
washed work. Pieces not to be ironed, go to 
ZONE-AIR Drying Tumblers, left 


All uniforms and _ staff's personal apparel are 
neatly ironed on this SUPER-ZARMO, SUPER- 


ZARMOETTE Press Unit 


Problem 


To insure efficient operation of expanded fa- 
cilities from the start, Orthopaedic Hospital 
decided to modernize the laundry department 
first. Question: What size and type equipment 


Solutiou 


Hospital called in our Laundry Advisor. He 
carefully analyzed present and anticipated re- 
quirements. Based on his findings and expe- 
rience, he submitted recommendations and o 
suggested laundry layout. Latest, cost-reducing 
machines were installed in a new building. 


Kesalts 


Plentiful flow of sterile-clean linens meets all 
requirements of increased hospital facilities. 
Laundering quality is outstanding. Equipment 
requires less operator effort; working condi- 
tions are improved. 


Large or small hospitals may obtain the service 
of our Laundry Advisor, without cost or obli- 
gation. WRITE TODAY. 


Every Departme nt of the Hos- 
pital Depends on the Laundry 
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THE AMERICAN LAUNDRY MACHINERY COMPANY 


CINCINNATI 12, OHIO 





THERE'S A i arnstead fH 


FOR EVERY HOSPITAL NEED 


Doctors, Nurses, Technicians and Pharmacists find it so convenient to have Barnstead Pure Distilled 


Water at point of use. For Barnstead manufactures over 200 different styles and sizes of stills 


a still for every hospital use so that you have pure distilled water of constant, unvarying quality 


i () l . where you need it when you need it... and in whatever quantity you require. And in 
every model vou get Barnstead unmatched dependability in providing the purest distilled water 
economically and with a minimum of maintenance. Write today for Bulletin 116—Barnstead’s Special 


PURE“ “an 


0 
A culoiy 


) I \ T I L L ) ) Iustrated at left is Type Q single still producing two gallons 


per hour of distilled water free from organic and inorganic 
solids, bacteria and dissolved gases. It is water of the highest 


WA I E R &.) ny + imesh gale 
at 
Poin 
of 


model SMQ-5V, producing 5 gallons of pure distillate per hour 
A valuable accessory is the Pyrex Storage Tank for either collecting 


or dispensing water. Easy to keep clean and sterile. Fitted with 


{ In the Pharmacy most hospitals use the Barnstead Type Q still, 


Pyrex stopcock and distillate inlet. Capacity 12 gallons, 


‘Eon a Supply 


In the Central Supply where there is 
greater continuing demand for distilled 
water most hospitals now use the Barnstead 
Type Q Single Still. Shown here is a 10 
gallon per hour model used with 12 gallon 
Pyrex Tank, or with metal tanks of larger 
capacity as required. Other Type Q Stills 
with 15, 20 and 30 gallon per hour capacity 
And for hospitals that prefer multiple 
distillation, Barnstead offers a complete 
line of double and triple stills. IMustration 
at right shows 20 gallon per hour triple still 
with 100 gallon storage tank. 
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Barnstead 


fa STILL & STERILIZER CO. 
31 LANESVILLE TERRACE, FOREST HILLS, BOSTON 31, MASS. 
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Combining treatment and examination facilities in 
one highly flexible unit, the Westinghouse Superficial 
Therapy Table utilizes office space to the best possible 
advantage. This compact unit requires only 1912"x 42” 
actual floor space when not extended and makes full 
use of the area below the table top for storage. 

Ideally suited for use with the Westinghouse wall- 
mounted “Theraflex” unit, the table can also be com- 
bined with existing equipment. The adjustable back, 
seat and leg sections provide comfort for the patient 
in any required position. 


The washable table-top covering (DuPont Cavalon) 


October 1949 


THE WESTINGHOUSE 
SUPERFICIAL THERAPY 
TABLE 


and the convenient paper roll attachment assure 
cleanliness for each patient. 

For full details concerning this convenient and 
flexible table unit, call your local Westinghouse X-Ray 
Specialist today. Or write Westinghouse Electric 


Corporation, P. O. Box 868, Pittsburgh 30, Penna. 


Westinghouse 
X- Ray 





ind that means confidence in 
evervthing our country stands for 
in the American wat 

of doing things In Our Way 


the best way of life 


and that means confidence in U.S. T pure 
alcohol U.S. P in U.S. Ls strict adherence 


to rigid standards of purity in U.S: Es 
thilit. to satisfy vour alcohol requirements 


prompth depe ndably 


ALS N < 60 EAST 42N 0 TREET NEW 


U.S.1. PURE ALCOHOL U.S.P. 
G2 new tre C W1 Vedtial Soogres 6 
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management of 


peptic ulcer 


Carmethose gives prolonged 
control with no adverse effects 


methose promptly lowers gastric 

ind its protective tenacious Ccoat- 

been observed in the stomach 
is thre« hours 


2 to 4 tablets o1 


lily between me 


Carmethose Tablets: 


Carmethose Liquid: 


Advantages over adsorbent gels 

1 Von-cor fipating I lrophilic 
promotes nor! 
2. Redu 
prompt 
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3. Palatabl 
lowed tablets 
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vored liquid 


Advantages over soluble alkalis 
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A COMPLETE AND VARIED ASSORTMENT 
OF Specialized TEXTILES FOR HOSPITALS 


SHEETS, SHEETINGS AND PILLOW CASES— 
DEPARTMENT DS 


Rhodessa Bleached and Unbleached Sheets, Sheeting 
and Pillow Cuses 


Hercules Bleached and Unbleached Sheets, Sheet 
ngs and Pillow Cases 


Atlan Unbleached Draw Sheets and Sheetings 


Suprex Unbleached Draw Sheet ng 


LINENS—DEPARTMENT DL 


A great variety of Table Damask, Napkins, Tray Cloths 
Scarfings, Tops and Scarfs in white and colors 


BEDSPREADS—-DEPARTMENT DQ 


Pioneer Crinkle Bedspreads 
Star P-K Hospital Bedspreads 


And other styles suitable for hospita 
and colors 


RUBBER—-DEPARTMENT DR 
Hospital Rubber Sheeting in 
various widths, colors and 
grades 
P ast P ~ Pr tectors 
Plastic Mattress C 
Shower Curtains 
Plastic by the yard 


TOWELS AND TOWELING 
DEPARTMENT DT 
Huck and Turkish Towels 
Name Woven Towels 
Wash Cloths 
Dish Cloths 
Crash and Glass Toweling 
Bath Mats, and Rugs 


GOWNS AND GARMENTS—DEPARTMENT DG 
About 75 styles and grades of Patients’ Gowns, Sur 
geons’ and Nurses’ Gowns, Children's and Infants 
Gowns, Operating Suits. Made in our own factory 


ALSO BINDERS: 
Male and Female T Binders 
Abdominal Binders (Plain and Tab) 
Breast Binders 
Scultetus Binders 
Surgical Stockings 
Glove Envelopes 
Adjustable Surgeons’ Caps 


BLANKETS—DEPARTMENT DB 
A complete assortment of blankets for every conceiv 
able hospital purpose, including the specially de 
signed Colossus Hospital Blankets. Blankets for staff 
nurses’ and employees’ use; for private rooms and 
wards, for operating rooms, ambulances and 
porches; bath, ether and inexpensive utility blankets 


DRAPERIES—DEPARTMENT DD 
Scrims and Marquisettes, which can be furnished either 
in the piece or in the form of made-up curtains 
A complete line of drapery fabrics in prints and 


solid colors 


MISCELLANEOUS— 
DEPARTMENT DM 
Carpets, Carpeting and Rugs— 
special qualities for institu 
tional use in a large variety 
of colors and patterns 
Miscellaneous Piece Goods of 
all kinds: Bleached and Un 
bleached Muslins, Twill 
Denim, Ticking, Laundry Man 
gle Cloths, etc 
Softdown Birds-Eye Diaper 
Cloth and Hemmed Diapers 
Flannels and Table Felts 
Mattress Pads and Padding 
Mattress Covers 
Pillows—All Kinds 


SALES REPRESENTATIVES FROM COAST TO COAST 


Between salesman's sits, just pick up the phone and cali PHILADELPHIA 


WALNUT 2-8922 and don't hesitate to reverse the charges whether inquiring or ordering 
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Testing Program Advisable 


Question: Is it advisable for a smal! hos 
pital to set up a testing program for pur 
chases?—A.M.H., III 


ANSWER: To some extent a testing 
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Who Pays for Costly Drugs? 


Question: What do you do about 
sive serums for free cases—those coming into 
the accident ward or the patient already in 
the hospital who requires serum for gas gan 
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expensive care needed tor these patients 


Increase to Meet Rising Costs 
Should one hospital in a com 
munity increase its charges to meet rising 
costs, or should it stay in with other 
hospitals and keep rates down—with possible 
results? —G.J.M., Neb 

Naturally 


generally will result when 


Question 
line 
serious later 
ANSWER 


for hospitals 


a better feeling 


all the institutions in a Community work 


together establishing 


cooperatively in 


comparable charges for comparable 


SErVICes However, this factor should 


not deter a hospital that can justify a 


rate increase on the basis of its own 


experience from taking the necessary 


iction, even though others may not wis! 


to go along. These matters are gen 


erally resolved most satisfactorily in 
areas in which hospital groups work 


together in a regularly constituted area 


hospital council or association 


Staff Members on Board 


Question: Should the board of trustees of 
a hospital number among its members doc 
tors who are members of the staf¥?—G.M.M 
ti 


ANSWER: It 


board should 
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not include doctors ire: members 


medic reason that 
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The most important reason that doc 


rs and dentists should ne spital 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; William B. Sweeney, Wind- 
ham Community Memorial Hos- 
pital, Willimantic, Conn.; A. A. 
Antonio Community 


Upland, Calif.; 
Fisher, Thayer Hospital, Waterville, 


Aita, San 
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Maine, and others. 











trustees, one thority*® has stated Is 


that the hospital is their workshop The 


working relationship between medical 


Staff and hospital board is usually estab 
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Ethics of Consultations 


Question: We have been trying to encour 
age consultations among members of our med 
staff in surgical and obstetrical cases 
it has been brought to the atten 
board members that the 
reason physicians resist this effort is 
that they afraid of “losing the 
when they call another physician in consulta 
What can be done about this? —L.R.H 
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NOW! (} NF NEW material replaces 4 


4 


*SHEET WADDING ¢ CREPE PAPER 
* WOOL FELT * STOCKINETTE 


in Orthopedic Casts 


You have never 
seen a material 
like this ... you 
have never felt 
a material like 
this! 


The First and Only True, Non-Woven, All-Cotton Felt 


REG. U.S. PAT OFF 


Curity ORTHOPEDIC BANDAGE 


There is no other material like it! This rev who have used it experimentally. The fabric in this 
olutionary bandage material, a new non-woven, new bandage is an entirely new material—devel- 
' 


ill-cotton felt long believed impossible to man- oped after years of testing and research by The 


tur is considered indispensable by surgeons Kendall Company. 





MANY ADVANTAGES FOR USERS 
. Strength — holds toxzether, wet or dry Time and Moneysaving Uses: 
- Conformability — adjusts to body contours, no wrinkling «rectal dressings + eye pads 
- “Cling” or Cohesiveness—adheres to itself, cannot delaminate * colostomy care « fluffs 
- Elasticity — provides valuable support; not just bulk « bandaging « sponging 
- Ease of Application—simple, quick, lint-free « vaseline dressings 
. Smooth, yet Non-skid— ideal surface over which to apply plaste *many other uses in Out- 


. Durability —dves not wad or bunch up under cas Patient and Emergency 
Departments 


On Ov &BWNn = 


. Absorbency — sk onditio protectec does away with many 


skin prot lems 











9. r s—! ls gz. vet ‘liv —<air n circulate . ° 
Porou ae ‘ ; es as Ask Your Curity Representative 
— st remc . P > a. re 
10. Easy to Cut cast removal is an easy, clean jo To Demonstrate .. . 

11. Non-shrinkage—dves not get tighter after moistening 


12. No Waste —odd lengths can be used for padding, stay where placed 


Pees en . stack). | Curity wre 


Division of The Kendall Company, Chicago 16 


RESEARCH TO IMPROVE TECHNIC...TO REDUCE COST 
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Shown above: Simmons Hospital Room No. 71. Color 
Scheme No. 7201 Dusty Rose with Shell. Self-Adjust- 
ine Bed, H-517-L-195: Dresser Base, F-180-3, with 
Mirror FM-62: Bedside Cabinets, F-480-F: Arm 
Chair, F-763: Chair, F-711: Footstool, F-909-R: Single 
Pedestal Overbed Table F-882. 


This cleverly designed overbed table can- be lowered to 
29, inches for use by patient in chair. Maximum 
height of overbed table is 44°, inches. Double hinged 
lop permits use from either side of bed. Easily removed 
mset tray provides space for toilet articles, u riting mMa- 
terials and other patient necessities. Order No. F-882 


Display Rooms: Chicago 54, Merchandise Mart Plaza 
New York 16, One Park Avenue 
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jimmons ski works magic 


-in Color, Comfort and Steel 


There's magic in this new hospital room ensemble... in its soft, soothing 
colors to help restore health faster...in the way its mechanical features 
provide greater comfort and convenience for patients—less work for 
doctors and nurses. And there’s magic in the way sturdy steel construc- 
tion resists wear... defies fire! 

The bed is Simmons famed Self-Adjusting Model that helps patients 
help themselves. The ingenious ov erbed table serves as table, book rest 
and vanity! The new Simfast finish in Dusty Rose with Shell resists 


damage from spilled liquids, medicine, heat and cold. 


Here is beauty, convenience and long life to satisfy the most practical 


hospital administrator. 


Metal furniture and sleep equipment for every hospital need. 


complete 


Atlanta 1, 353 Jones Avenue, N. W. t ital equipment 
San Francisco 11, 295 Bay Street . 


Hospital Division 











ARMSTRONG X-4 BABY INCUBATOR 





OXYGEN 
INLET 


ONE SIMPLE 
CONTROL 


1 


The Armstrong X-4 Baby Incubator is a SIMPLE, SAFE, 
“HARD WORKING” welded-steel model for everyday 
use. And it is still LOW IN COST—Low In Cost to buy, 
to operate and to maintain. 

These facts attest its world wide acceptance. Close to 8000 
now in use, from South Africa to Iceland, and almost 900 
hospitals originally ordering 2200 Armstrong X-+ Baby 
Incubators have, after using them, mailed repeat orders 
for 5500 more. 

If you want safety, reliability, low cost and simplicity, 
write today for descriptive bulletin and price. Shipment 


from. stock. 


1. Low cost 

2. Underwriters’ Laboratories approved 
3. Accepted by American Medical Assoc 
4. Simple to operate 

5. Only 1 contro! dial 

6. Safe, low-cost, heat 

7. Easy to clean 

8. Quiet and easy to move 

9. Ball-bearing, soft rubber casters 

10. Fireproof construction 

11. Excellent oxygen tent 

12. Welded steel construction 

13. 3-ply safety glass—no plastics 

14. Full length view of baby 

15. Simple outside oxygen connection 

16. Night light over control 

17. Both F. and C. thermometer scales 

18. Safe locking top ventilator 

19. Low operating cost 

20. Automatic heat and humidity control 


21. No special service parts to buy 


AND 








The Armstrong X-4 Baby Incubator 

was the FIRST Baby Incubator to 

carry all three of these “awards 

1. Tested and approved by Under- 
writers’ Laboratories, Inc 

2. Accepted by the Council on Physi- 
cal Medicine, American Medical 
Association 

3. Tested and approved by Canadian 
Standards Association 

For about four years, it was the 

ONLY Baby Incubator carrying 

Underwriters Laboratories, Inc. 

approval thereby setting new 

standards of safety and operating 

simplicity in this field 
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Underwriters’ Laboratories, Inc 


COUNCIL OW 
PHYSICAL 
MEDICINE 


¥ menicat ao? 


American Medical Assoc. Canadian Standards Assoc. 








THE GORDON ARMSTRONG COMPANY, INC. 
Division DDi« Bulkley Building » Cleveland 15, Ohio 


Distributed in Canc 


ado by INGRAM & BELL, LTD. « TORONTO « MONTREAL © WINNIPEG © CALGARY # VANCOUVER 














Tom-Toms or Truth? 
I AST M¢ IN | H in this MaLvaZine The 
| ¢ 


1 che ot \ ty VC 


MODERN Hos 


PITAL preset caretully 


hospital lea 1 a doz ibjects of major 


t 
might 


reported lected a wide 


ill the topic covered In 


As Onc 


ft nearly 


the emereence ¢ 


administrators in this group, tor 
| as the principal Cause 
ntary hos] itals are 
d Was not made 
strong that vol 


lent enter 


for 


Inde pen 


st payments the 


vent patients 


present system 


tors, however, Nave suyvested 


ecessa any solution 


A nationwide pub 


ing how voluntary hospitals are 
governments and taxing the sick to 


at least as much as 


Arent 
has been so popular 


1" 
yrope4rly tollowed 


dgdoctors and hospitals 


I 


avencies, such nanwonal pub 


juesuonably do more to tore 


socialisuc soluuon than all the 


wondertul 


speeches telling how 


f demonstrating 


Forward 


the advantages of voluntary hospitals needs to be tound 
IS perhaps sugvested in the answers on another quesuon 
Most ot these hospital leaders think we 
" f 


| 
sory neaith insur 


in the survey 


are going to get ince in. the 


comy 
United States, though there is disagreement on how soon 


it will come and nearly all believe that it will be a bad 


thir 


There One 1s 


tO assume on beatung the 


tom-toms sublic is smart 


resent system and ask 


it right Hospital 


yo ' ; 
and medical le: and their pu relations advisers 


must decide which course For whatever it 1s 


worth, the Opinion froup seems 


m-tom mately tat 


Sunset and Common Cause 


‘ guasicbeliee in Minneapolis have announced thei 
f t tudy aimed at deter 


sponsorship of an extensive stuc 


mining whether improved service and lower costs can 


be achieved action or merging of 
certain hospital activities. The study will br 


through cooperative 


conducted 


by an experienced research ranizauion aided by pub 


114 é agencies; the decision to undertake the project 


tollowed lengthy discussions ot hospital problems by 


idministrators and trustees who became concerned with 


the necessity some W costs with 


out lowering IS Of SEFVICe 
According 

the 
} 


iDOrTravlorics 


ictivitics NOW 





will also develop a | 
individual hospitals can map out their tuture 


need 


so that 


, , ? : 
Dulldins in accordance with community Ss 


without necessary duplicauon ot tacilities 


rying turther the good work that is being 
ties with strong hospital coun 
Minnea 


Up Is supporung the voluntary 


way—by trying to make it 


DOSSIDI¢ 


tter. As revealed in the report of the Commis 


Hospital Care three years azo the only serious 


ntary hospital system is the tact that it 


integration otf services that is needed 
obviously — be 
to work to 


ot their indi 


common Lood, 


mia) prove 
CCONOMICS if¢ 
however, the 


Hospitals 


Potent Regulator 


HE corporat 
I a, ' 


IiCLal 


relat 


As an 


rator 1S 


itive appointed 
invariably 


position complicated by the tact 


CXC 


amiunist InvVOLVCd 


he must idence and 


enjoy 


rporation 
which to 


renacre 


master plan for hospital expansion, 


rons 


physician had any vested right to use the property of 


this private corporauon, the hospital, tor his own gain 
ind whether a court of equity had any jurisdiction per 


mitung it to intervene in the management of the hos 


pital so far as to give the plainutt redress tor what he 


claimed were arbitrary and acts ot the 


The 


The law does not require a corporation like detendant 


CApriclous 


trustees answers emerge clearly in the decision 


everyone 


nor dO we 


ACCOMMOdAUONS tO 


to turnish its services and 
who applies, whether patient or physician 
ving a person ot his 


| } 


rights if trom a la number of physicians ithe man 


agement} selects members ot ting statt with re 


gard not only to their medical 


| l 


bility to the rules and disciy 
Court dec lared 


On the 


tors Of 


disposing of 


management responsibil 


trustees the decision 


and retention ot 


x” lec t10n 


hospita 


admitted to the | 


, 
liscipline he power 
iuthority to ren 
uNnUSUdl 


ire not 
We 


conditio 


think 


hospital management 
inharmonious 


bring the 


nary action. They are not 
vive nouce and 
It, in 


ot the 


condu 


every detail 


hospital 


have no power ot fit 


red / 


directed racers a 


then their dutues pertunctory 


Staung concept at holds the i ind conse 


tor the 


administrato 
operation of the hospital 


Phe 


itly che 


management of such 
ro those 
principles 
, 
the duty to 
} 


best judgment 


easonable exercise an 


lave W 1d nscrenuon 
xercise in a LIVE 

he court unless 
t a legal 

rors of jud 
internal Manavzement 
or bad taith 


conci 


without 


withheld 





BLUE CROSS-BLUE SHIELD 
VOLUNTARY NONPROFIT 
HEALTH SERVICE PLANS 
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The democratic political process, Lawrence 
Drake believes, is revealing a dangerous tend- 
ency to encourage and exploit class antago- STRONGER 
nisms and sink into the rut of class legislation. 
To combat this tendency and preserve our 
‘gradualist democracy,'' we need a new type of 
public relations ‘which can make the progres Y 
sive and gradualist solution meaningful as a 
guide to action to all the elements involved in 
a situation.'’ For the groups involved in the 


medical-hospital situation, Mr. Drake has writ } 
eS 


—THE EDITORS 








LAWRENCE DRAKE 


T thit \ tact red Washington, D.C 
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Mr. Drake addresses the 
Blue Cross-Blue Shield 


public relations session 
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BUILDING WITHIN the BUDGET 


becomes possible when you learn 


how to cut construction costs 


MORRIS HERTEL 
Pace Associates 
Planners, Architects, Consulting 


Engineers, Chicaq 
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Economical types of floor struc- 
ture (see opposite page) and 
reinforced brick walls (above) 
are two methods of bringing 
down the cost of construction. 
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"SORRY! WRONG PATIENT'' 


It isn't only babies that get mixed 


JOHN R. SMILEY 
Superintendent 

St. Luke's Hospita 
Kansas City, M 





In our work there is special need for 


COURTESY 


JAMES V. LAPPIN 
Business Manager, Methodist Hospita 
Philadelphia 
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Janet M. Geister Wins Gold Medal Award 


ANET M. GEISTER, R.N., of Ch 
\ J cago is the winner of The MODERN 
HospitAL Gold Medal Award tor 
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Boston 


c¢ 
WOrTK 


inter 





Semiprivate Charges in Four Greater Boston Hospitals Having ficient importance to warrant turthet 

Similar Types of Patients study to the end that a satisfactory s¢ 
— lution might be obtained? If it is one 
Hospital Board and Room Ancillaries Total worthy of such consideration. should 


ia $11.00 $8.06 $19.06 the present economic problems of hos 

No. 2 12.50 7.02 19.52 pitals be adequate reason for postpot 
3 13.00 5.96 18.96 ng action until some later time, or ts 

No. 4 14.00 5.12 19.12 his the time ¢t meet the cl illenge 
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egates in Session: Front row (I. to r.) Graham Davis, Dr. Arthur 
Msar. John J. Healy, Ross Porter, and Dr. Charles F. Wilinsky. 


administrators and department heads were registered. 
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A.H.A. OFFICERS 
President-Elect: Charles F. Wilinsky 
M.D. 
Ist V.P.: Herbert A. Black, M.D. 
Pueblo, Colo. 
2d V.P.: W. P. Earngey, Norfolk, Va. 
3d V.P.: Very Rev. Msgr. Robert A 
Maher, Toledo, Ohio Dallas Sutt the association as 
Trustees: A. J. Swanson, Toronto bur ndicated that 
Frank Bradley, M.D., St. Louis 
Oliver G. Pratt, Providence, R.I. 
Fred McNamara, Bureau of the 
Budget, Washington, D.C 
elegates: Very Rev. Msgr. Charles 
A. Towell, Covington, Ky. 
N. Hickernell, Vancouver 
Payne, Dallas, Tex. 
roner Jr.. Memphis, Tenn 
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Left: Dr. Charles F. Wilinsky, and 
Dr. William Coffey of Milwaukee. 
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t; p> 
-f 
; Delegates Mildred Riese, Detroit 
onal associatior UC and Dr. Anthony Rourke, Stanford 
few who thoughr t 


appeared 
when rhe 
nursing recommend 
n Professional 
delegates felt that 
statement on practical nurse 
ning left them out on a limb. These 
clegates, it developed, had worked wit! 
boards of education to establish training 
Courses for practical nurses in vocational] 
high schools, an arrangement whict 
worried frown from the council 
brief discussion on this pe 
few exchanges on the new 


ing service for nursing schools 
provides for hospital represent 

as consultants but not as members 

Cport was approve { 

trom the floor « 


fr hk spital speci 


Left: Frank 
Walter, presi- 
dent-elect of 
the A.C.H.A. 
Right: Sister 
Mary Regin- 
ald, Dr. J. J, 
Go ub and 
Douglas Col- 
man at House 
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Technical Toscaninis 


Dr. Dwight Bar- 
nett of Harper 
Hospital, Detroit, 
Dr. Robin C. 
Buerki, and Dr. 
Donald C. Smel- 
zer take an ab- 
sorbed interest in 
the business be- 


fore the house. 
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stead of taking her problems t ‘ 


rsing ofhce, and with the administra 


tor who lisciplines the porter person 
lly,” said Dr. Littauer, making his lis 
teners squirm In these instances the 
supervisor has lost authority over his 


worker, and the worker himself, cor 
fronted with thority from an unkn« 


] rter, iS dist 





ess efhicient 


Place in the Sun 
Meeting at Cleveland in the shad 


f ming events American Pr 
Hosp! Ass n voted itselt 
} f t 1 Hencetorw | « 
SOK on will nvene by itself in 
Spring; in 0, the A.P.H.A. will meet 
Chicago Marcl nd mm¢ el 
following one-d mec rt ot s cor 
nt Merl 1 APTS 
I nye | Prest erial piscoft | 
Sali » Arn rout 
As expl ed pres lent 





Albert H } ve W mad 
engthe id unit e Pr 
r or a | ¢ ce n nave Wa 
‘ vers we nd in rupted, lik 
prelit nar « Ss ( mpions! | 
ze figt DY y things ye ( t 
Judging ¢[ t C s pert mm ce 
e prelimi bovs are ready for 1¢ 
pendent billing. Dr. Edward J. McCor 
k of Tolede tr example showe 
sed staft | if vi I f 
n pitals and pleaded f 
} ne ‘ ft if vc eral pr 4 
er yho need OS] beds tor 
t r S } { s for Ss |} b 
s ] re denied I vhie 
spital staff ts sacred for 
1 spe S 
Dr. Dwight Barnett struck 
ntl ck Detroit's Harper Hos 
Novembe 1 MIS! 1c 
Dbargainit ve 1 piace » the 
pital scheme of nys. he said. Dr 
I K Db lley of Sc. I s | socialized 
r ne Wi ] ons fron Alice } 
Ww 1er Md the Ol Testament nd 
‘ Cor Ss Manite f ot 
se stated ectives ncome and 
¢ ! KES rec ( } ! \ 
( eved in Amer 
( vresst Ralt Gwinn ot New 
\ k he b et speaker, | ched 
me b vhen he said (me n 
ple \ {¢ ved emselves tor 
F kit \ f sé 
f s diftere if i M KISt Slave 
f gh es t e world 


4. October 1949 


Registering for the 
Protestant meeting are: 
Guy Hanner, Phoenix, 
Ariz., Alida Jacobson, 
Green Bay, Wis., and 
Robert E. Neff, Indian- 
apolis. In the back- 
ground is Albert Hahn. 
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A ve been ge 
{ to socialism since 1913, when the women's he vuxiliaries, as Mrs 
first feder ncome x was passed. He Fishbeir band. For which no apolk 
| ‘ Americans man the polit es were in order, for among hospita 
trenches and platforms nd combat women Mrs. Fishbein stands second « 
sn mn next year conpyressional none 
flCCTIONS \ ounselors ne X y men 
Dr. Malcoln T. MacEachern was bers on matters of medical progress 
med } sident-elect of the association Mnnanc 1 pre blems of hospit Is na the 
He will succeed Dr. L. B. Benson of voluntary health program, Dr. Fishbein 
Bethesd Hospital St Paul who with Dr W. Snoke director 
k ove € | Gsrace-New Haven Community Hos 


Other oft t pital, New Haven, Conn., and George 
presiden B bee if ne A.H.A set the pace 
fospital, ¢ ch proceeded tast and furiously. Not 
Los} y | 
| G. D ¢ satished with two performances Lay 

stor he women returned after hasty dinner 

H on, Tex 





Angeles, and for further participation in gre 





Prot- ferences du which they really got t 

S Deaconess Hospi l Evansville work on such projects as gift shops, t 
In 1 ms, libraries and more oOrgan:izatiot 
Named as trustees t ¢ sociation It xiliary by-laws ppear nadeq i 


now. Mrs. H. G. Wun 
Women’s Board, Abing 





ggests the prompt appointment of 
L di s’ Da by-laws committee whose first functt 
adie y 

t ] } rod } ] 
] } would be t s \ Law generall 
1 | n Atlan ( +} 1d final rive ose whicl youl 

¢ las , 

I ner rin | I 


rare ; } ld 4 nf vitl hose of the 
¢ te es f Y Il sé is oF tl 
, ] +] 1 of ees nd all committee 
if I new cs 
, } 1ed ld receive board approval 
ST 1 f edings er pres tC 
. Ly For OSE W en ,uncer n ab 
mbers serve I 
r} proper size of hospit ries 
sement of voluntary pattert proper size of hospital auxiliari¢ 
| ! M Lee Tollefson, president, Women 
s c ¢ ldnt WwW 
ux rv Se Assoc n 
e nores their pe pre Ss t 
| os P H{ sp ! tine swe 
Sic NemMsei ‘ 1n ¢ i 
f W irk P es zx t ne pt 
’ 2 on cons 
s remodeled cordit r 94 ore ‘ ne . I cond 
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~ hes hy . freshened nd re he 16) 
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' f 1 S ( sic func I 
| womet nt 
liary members as Dr. Cl 
} cs 
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\ vas | S eve 
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I 1 tf New York There must Bs 
mn ms g ls Il groups mus 
vork gether as equals 1 in harmony 
vit nother. Older groups bring 
x per nger gr ps, en siast 
f sn ¢ LOOKS 
S oor elf rl 1 
\ L epres¢ tw! { ne De 1 
rt npor r 4 Dr 
Ww sk f g hers. s t empha 
vome ve repre 
r s t 


lik tenographer nsur 


\ er per ent point ts wl to ck 

€ numer Ss xiiiary gre ps 

4 I ve grow ' hospitals dur 
ve s The nswer 1s to coord 


cated th growing number of admin 
Strators are taking the surest road t 
job security—education. With 200 nom 
nees members and 19 new fellows 
iking part, the convocation was the 
largest in the college's 15 year history 


warded to 


ot Chi 


Honorary tellowships were 
Re. Rev. Msgr. John | 

cago, president of the Catholic Hospital 
Mary M. Roberts editor 
the American Journal of 
ibsentia, Dr. Claude 


Barrett 


Association 
emeritus of 
Narvin 
W. Munger 
St. Luke's Hospital 


ind, in 
administrator of 
New York, and a 


ent of the college 


former 
past presid 
Presenting the first annual Arthur ¢ 
Address 


pe ssible by 
niversity of 


Chic 


Bachmeyer made 


lumni of the [ igo § 


spiral administration Course, Semanti 


st Stuart Chase told his banque 11 
ence that the social sciences would an 
swer the question, “How to live wit 

ve Ody vhict Ss our greatest n 
Reporting e results of study of 
ve ¢ s e€ SOK I science fields 

Mr. ¢ © liste number of specific ac 
mplishments ire making man’s 

ehavior predictable. Describing in par 

rt famous “Green Room” stud 

f worker motivat n th Vere c 


n Mayo at the 
Western Ele 


ed by the te Ele 
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President-Elect—Frank J. Walter 
Portland, Ore. 

Ist Vice President—Clyde L. Sibley 
Tuscaloosa, Ala 
2d Vice President—Edna H. Nelson 
Chicago 

Regents: 
Mark H. Eichenlaub—Region 3 
Pittsburgh 
Frank Groner—Region 6, Memphis 
E. |. Erickson—Region 9, Chicago 
Mrs. Josie Roberts—Region 12 
Houston, Tex. 
Andrew F. Anderson, M.D.—Region 
15, Edmonton, Alta 











¢ Company, Mr. ¢ 


was being de 


myth of ec 


stroyed by 


nomic man 


the scientific approach 


human problems. These new facts have 
tremendous significance for the admin 
istrator, he declared, urging hospital 
people to take advantage of the emerg 
ng knowledge of how people behave 


ind why 


There ts a greater need and place tor 


rustees in Our present society than ever 


before They re an important means 


of keeping « titutions in the 


hands of the irthermore, re 
ognition of their importance has in 
vears. Both John Cal 
lent, Ohio I 
Warren 


Hospital 


creased wit tne 


houn Baker, pres NiVversity 


ind Edward K 


the Greenwich 


president of 


Association 





Greenwich, Conn., speaking before the 
educational session of the college, were 
igreed on tnese pe nts 
This presupposes ntelligent trustee 
ship, however ind not ¢ isual. dis 
nterested type ft government charac 
erized pu hese speakers as f b 
er stamped It srees oO! serve 
D1} VS Will be passed r ling thet 
ghts and respons r warned Mr 
Baker 
Mr. Warren's nking is along ( 
imé¢ nes D expressed Ss follows 
It w 1 make policies mee 
pr sent ¢ lenyves endowments nd 
properties w questior pass tror 
r jurisdiction t al socialized 
nds The t t present hy 
f | syster ( M W arret 
ie S r k of proper dis 
r host eds f ne 
st f se C Thes« ¢ 
} . for 1 . f 
Cone Ww t ¢ 
Des} t buted 
rust S tt nay tre 
VD emective 1 
oO f portal 
§ of c s Mr. Bake 
sees [ Die ft 
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“GOOD SHOW” According to Convention Critics 
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UNNINGHAM: It ts estimated 


several million dollars are 





on the 


spent 


expenses of 


people who come to these conventions 
{irectly 


Actually that is directly or in \ 


n addition to 


tl 
é | the nation’s hospital bill 
Does the nation get its money's worth 


Mr. MILLS: Well, I think the ni 


on will get its money's worth out of 


is Convention because the emphasis 





hroughout has been on how we Cat 
fo a better job of IKINg ¢ of the 
people 
Mr. CUNNINGHAM: I don’t doubt 
{ the purpose f the meeting was 
worth while. Was chieved 


MILLS 


irse. At the final 


It is hard to evaluate 


Mr 


meeting, Dr 











ip and said that we pretty 

well agreed here on the program, and 
Joe Norby said the mos heartening 
hing to hin bout the whole si 
on 1s i vovernme Spor 

id control and provision of medical 
nd hospital care are not inevitable 
t there was very strong impli 

ntti we Nave © WOrK In ¢ f Wi 
CAlities ee tha the job Is done 

Mr. CUNNINGHAM: Here some 
hing tl I nk would be importan 
| here bet cr iyrc¢ cn ( \ [ 
\ S needed an w! voing 
ppen and how it is going to be done 
in there was WeeK ape 


Miss KIN« think that meeti 














hese people nd he ng ne 
ric ve le I 
i € ent 
Mr. MILLs: He Was prog 
] t : | ot 
ele . . . 
j “ trees 1 statt pe 
ri } rters, { oesnt be 
4 , vrar Il 
ippens nad the | { s an 
toll ¢ neral sseml Vive 
pprov The we 1 
W progral 
Mr. CUN HAM: The fun 
f e f £ s p Il everybody 
yetne nd say S x Is 
Mr. MILLS: ¥ One of the tl gs 
prise m«¢ bout iS eeting 
I 
‘ € nost complete Ck F< 
VETS) Mayt e€ was some. b 
! Idn’t find Fac S We 
Lido f ror vy. [thir 
( ge some I irove;rsy h 
Take this n tf the Hess repor 
DR. LUETH: Or ft the reasons that 
veCOpl lodging S ey ¢ 
10 Wholly € t mp 
s f the ey I sist onl 





lo help readers who attended the 


convention evaluate the experience 


and to give readers who couldn't gx 





i better understanding of what hay 
{ MODERN HOsPITAL in 


vited a group of administrators to take 





The 


part in an informal discussion of con 


Medical 


University 


Nebraska School 
and administrator of the 
Hospitals; Alden B. Mills 
trator of Huntington Memorial Hos 
Pasadena, Calif., and Carl 
ley, administrator Of Highland Park 


Hospital, Highland Park, Ill. R. M 


versity of 
adminis 


pital Lam 











vention events and their significance Cunningham Jr., managin; editor of 
The discussion took place at Cleveland The MODERN HOSPITAL, acted as mo 

immediately following the final con erator for the group 

vention session September 29 Par The following transcript of the dis 
cipants were Florence King. adminis- cussion has been condensed and e i 
trator of Jewish Hospital, St. Louis to eliminate repetition and _ irrele 

Dr. Harold C. Lueth, dean of the Uni vances THE EDITORS 

true of the Hess report but of other to be hesitant ibout discussing it 
matters. Are we going to have one or Mr. MILLS: I want to mention tl 


two kinds of nursing, for example? 
Mr. CUNNINGHAM 


focused 


Let's Stay 


on the convention. Say you vé 


got a problem with the 


relationship 


between your hospital and a specialist 

Do you come to the convention hop 

help on that problem 

Mr. LAMLEY: I think that of the 
{ t rh 


who came to the conven 


ng to get 


n, there werent any two of us who 


ume here with exactly the 





min There were se who came 
to the convention to look at equip 
nent. There were those who came 
the convention because t is the 





Nis expe nses 


Mis§ KING: Some f us arent toc 
familiar with the things t might be 
controversial. Some of us are licele 
timid ¢t liscuss some of these Hnings 
When I started going to conventions 

{ Sis ft fifteent! we used to 
Live muct time tK liscussions of 
whe er to weign the zg tb ge or not 
I have seen whole sessions given over 

rguing whether a meal costs 
ents or 34 cents We have raised 
he plane of our discussions now, and 
ai St pec ple re not quite s¢ famil 
vith wl s presented and are likely 


is convention differs from any 


too It 


convenuon I have 


» 1 
ever attended be 
cause it has been much less on tect 


nical and administrative detail an 





much more on the broad problems fac 
ing the tire field. Our speakers 
have been much more from ex 
perts ¢ hospital field thar 
hey have administrators and 
medical ¢ and nurse leaders 
Our regio local groups must 


fill in the gaps and possibly talk abo 


he garbage 


weighing t g 
Mr. CUNNINGHAM There wa 
te a bit of talk abour weighing the 
parbage lt gl 
Miss KIN« In this meeting 
Mr. CUNNINGHAM: Yes. Did yc 





end the meeting yesterday morning 
when Dr. Kreeger was Iking ab« 
he percet ‘ . ft WOrk nd fr ! 
Mr. MILLs: Tl W € one s¢ 
sion that w levoted i 
Mr. CUNNINGHAM: Here nou 
Ss S Dr Kreeger ( ie re 
mments nyone | cor 
Mr. LAMLEY: I was talking to some 
ot the eal nistr rs ifter I s¢cs 
1 when they had l 1e depat 
nents nd one ot them rem j t% 
me re more ¢ of 
meeting than she could ge t 
y, many nights of reading at home 


She had really picked up some pointer 
owed to her departments 
national conven 


level, there is no ques 





ome discussing some 


of these thin { may awaken some 


nterest in the t 
Mr. LAMLEY 
point there. Y« 


this, miles 
the busy man 
really want to 


progr im must 


ni 
S We Make 


come 


HOSPITAL 





biem 
pies ive ive 
blem that need it 
1 peopk 


| expresse 
Wasnt 1¢ 


NNINGHAM 


He 
FLORENCE KING 


NNINGHAM: When the 
finally vot mentioned 

| { rm Dy I ither Flanaga 
NNINGHAM yt pro lt 
nne! He nas i ) 
much 1 


reatment 


far as | an 
UNNINGHAM 
when ye 
ny tin 


¢ 


1 think 


Mr. LAMLEY 
e and [ 


1 r 


Ving 


HAM 


Mr. LAMLEY: Most ¢ 


NI we can a n 
he government 





NNING 


Mr. Mitts: When I left the hall 


this afternoon the past presidents of 


the issociation were discussing the 


afternoon papers very much to the 
point. Every one of them made ex 
tremely significant remarks Ar one 


ther session I went to, it seemed t 
me that only a few hit the ball 

Mr. CUNNINGHAM: Was that 
lifference in talent or subject matter 
or technic 

Mr. MILLS { The subject 
matter Was just aS ZOOd In both cases 

Dr. LUETH he discussant who 1s 

LAMLEY on th i and caf it through 


le conversa 


NNINGHAM 


¢ [ \ ¢ nite 
HAM ybe nat { > and say, “Well, at my 


i¢ lifferent 


NNINGHAM 


YDERN HOSPITAL 





i safety valve ideals and applying 
planned ro stances 


taken, no res 3 Mr. CUNNINGHAM 


t j 


ons passed, no notl r—bu ry that wrote to me last 
exchanged experiences k ther ’ why lidn t get t of 
s a place for that even i big orga ‘ j { d juit smoking mat 
ization like this, an 
then I think it te important ked like! 

Mr. MILLS 


resent 


They feel insec 


that has 1000 other people in it 1 MR NNINGHAM 
onfined to those who 
Mr. MILLs: If Buerki and 
Eachern are leading it ¢t will 
Miss KING: Y¢ 
] 


ill these regional meetings 


few exhibitors and dl 


lifference 


leaders wouldn't be there 
we need 


CUNNINGHAM: Y 


ts the 
Mr. CUNNINGHAM: It’s the gen 
Socrates—the teaching talent 


, ' } 
ive in exceptional talent to put n 1 1 
: : very few people have 


performance like tl Mr. MILLS We 
Mr. MILLs: TI hospital field se 


There are other people who de Miss KIN 
{ tnere I i ; ] ¢h 


Ss estion 


MIss KIN Nk that it N Mr. MILLs 


nee n , 


e tO make a Statement 
Miss KING: We haven't 


traine nvent 
r yeneral hospit 
The conventions 
rs: Miss King’s 
capably and tl 

1 pretty 


f ntrusion nt 
CUNNINGHAM: I 


1 I didn , Ww there 


Miss KING: | ve had severa 


rse my answe 


rOrw 
MILLS 
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Mi 


nswer 


{k. LAMI 


ver 





Mi 


CrAC 


steel 


MR 
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obv 


} 
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Lhe 
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.. CUNNING 


AMLEY 


NNIN( 
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ISiness 


we 


ranization 


asp 
ipply them 
‘HAM 


rticipation 
ot discipline 
strongly 
people in 
the concepts 


Irs | 


CO" 


think 


lon't think before we 


think one of 
the h 


eftnciency 


out 


on 


HAM 


wD 
t 


Dr 
Miss 
imple 
MR 


leightened 


KIN¢ 


CUNNINGHAM have 
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Introducing MOUNT SINAI of Minneapolis 


WILL O’NEIL 
: ae Executive Secretary 
A VOLUN | that Mount Sinai Hospital Association 
l : a oi Minneapolis 
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Plans for the hospital are the 
work of Liebenberg and Kaplan 


Minneapolis architects, and 


Schmidt, Garden and Erikson, as- 
sociated architects and engineers, 
Chicago, with Dr. Herman Smith 


of Chicago serving as consultant. 
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The maternity floor 
has a main nursery 
a suspect nursery, 


and a demonstra- 


tion nursery in which 
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Typical semiprivate 
floor with two-bed 
and four-bed rooms. 
Some double rooms 
are located on the 
sixth floor as well. 


The MODERN HOSPITAL 





A SET OF POLICIES FOR PURCHASING 


| ' 


suitable for use in the small hospital 


EVA H. ERICKSON 
Administrator 
Galesburg Cottage Hospita 
Galesburg, |! 





BEFORE CHANGING STANDARD ITEMS 


STOREROOM INVENTORY ONLY 
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HAROLD A. ZEALLEY 
Superintendent, Salem City Hospital Ass atic 
Salem, Oh 
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WE HAVE TWO ALTERNATIVES 





ADMINISTRATIVE CAPSULES 





hospitals can’t afford to pass up 


PERSONNEL TRAINING 


CARL C. LAMLEY 
Administrator 
Highland Park Hospital Foundation 
Highland Park, |! 


landlords 

tional program 

these things must be 
n individual basis 


generalized recre 


recoyunizce 
be accepte 


ind 


1S possible 
aepartmen 
reanization 
recent yer 


for hospitals 





tween 
berween depart 
e statt. When 


sciplinary in 


DON’T LET EMPLOYE JELL 


WORTH TIME SPENT ON IT 
How 


MODERN HOSPITAL 





POOR MATERIAL CAN BE DEVELOPED 
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IT STILL PAYS TO BE A MAN 


Small Hospital Forum survey of salaries shows 
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Orthopedic Surgery 
as a Specialty 


The Future of 
5 ne fut 


BORDERLINE SPECIALTIES 


SALARIES IN SMALL HOSPITALS 


ONTHLY AVERAGES, INCLUDING CASH VALUE OF MAINTENANCE 


PCT 

FEMALE AVERAGE COST PCT. INCR 
STENOG LAUNDRY TELEPHONE INCREASE PER OR DECR. IN HOURS 
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ADMINIS SEN. DUTY TECH 


REGION TRATOR NURSE NICIAN 


East 55 ( $2 


Nurses only 
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This donor was photographed at 4 P. M. at a blood don 


» 


Ne 


r center. 


By midmorning the next day his blood had been centrifuged at 


Cutter Laboratories, the plasma withdrawn and pooled in prepar 
ation for fractionation into life-saving Human Blood Fractions. 


SOpium 
TRATE-4% 


%. 


¢ 


Wau fraction of this man’s blood 


will you need tomorrow? 


Will it be a surgical case tomorrow morning, with 
the patient a poor surgical risk and profound shock 
a distinct possibility? NORMAL SERUM ALBU- 
MIN (salt poor) counteracts shock by osmotically 
restoring circulatory fluid to the proper level. Per 
haps the same operation will call for a hemostatic 
agent. FIBRIN FOAM AND THROMBIN, a homo 
logous absorbable sponge made from human blood 
fractions, may be used where hemostats and sutures 
are impractical, or THROMBIN alone may be used 
to control minor hemorrhages and capillary oozing 
FIBRIN FILM is particularly advantageous in 
brain and neuro-surgery. It is available in sheets as 
a membrane substitute and as a covering in severe 

bor specific, selective blood proteins in con 


centrated form, specify CUTTER — the 
only complete line of Human Blood Fractions 


burns...and if plasma is indicated, IRRADIATED 
PLASMA—CUTTER 


desiccated form. 


is available in safe, stable, 


Whooping cough in young patients can be fatal. 
HYPERTUSSIS* CUTTER’S anti-pertussis serum, 
is concentrated counterattack against whooping 
cough. The source is blood from hyperimmunized 
human donors. Fractionation isolates the highly 
concentrated antibody-bearing protein, and makes 


it ready for instant use to prevent or treat pertussIs. 
Measles, too, can be prevented or treated. IMMUNE 
SERUM GLOBULIN—CUTTER 


from the plasma of human venous blood 


CUTTER 


is fractionated 


CUTTER LABORATORIES, BERKELEY 10, CALIFORNIA e HUMAN BLOOD FRACTIONS 


4. October 1949 
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Conducted by Raymond P. Sloan 


Volunteer Forum 





RATED BY AUXILIARY 


THE SUNROOM SHINES BRIGHT ct west Penn Hospital 


,pocredber 


ELIZABETH V. HAYES 


. 
Director of Voluntes 


West Penn Hospita 
Pittsburgh 


The MODERN HOSPITAL 





LLL 
Uciiactn ... fOr every clinicaluse... 


A Dosage Form for Virtually 
Every Topical Need 





A 
Pee !000 UNITS 1 


LIL Fhuamuacnitids A DIVISION OF COMMERCIAL SOLVENTS CORPORATION, 
nu. ‘ 17 E. 42ND ST, NEW YORK 17, Y 





THREE-YEAR PLAN ACCEPTED 
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SI d th ictively took urge ot the 
men were vlannit nd ¢ tion of the details 


Atcer t the height of the room, the 


ceiling painted dark 


this color down the 

A wide cornice 

yellow extends all 

meeting the tops of 

windows rings of green and 

yellow with touct ( 1 in the print 

rin ( th ill va between the 
not extend over! 
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ODS ICtlon 


“ADOPTION PLAN” SUSTAINS 
INTEREST 
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Dining Room—Fuamous-Barr’s Wedgwoo Bokery— Hotpoint electric bake ovens i Electric Ranges— famous 
R cooked food keeps make it easy for Famous-Barr to keep ges Sarr chefs find electric 


oom electricall 


tably crowded! quality AND profit high! . ranges fastand 
“> 
& “4a, 
FAMOUS-BARR, CLAYTON, MISSOURI 


efficient! 


With 20 Years of “show me!” proof... 


PROFIT IS THE REASON 


Famous-Barr chose ALL-ELECTRIC 5 times! 


Electric 


FOOD SERVICE in a big, “‘live’’ department store has to of experience. Famous-Barr’s first electric kitchen went 
compete for its existence with fast-moving, high-profit into service in 1929, in the Tunnelway Restaurant of 
merchandise. Its overhead must be measured against their St. Louis store 

department in After 20 years of actual, cost-conscious use, Famous- 


that of every other dollar-producing 
Barr Company knew they could depend on electric 


the store 
That’s why cost figures and cost control are so im- cooking to 
portant to the restaurant operations of Famous-Barr, e perform with superb efficiency in a compact space 
an outstanding unit of the May Department Store e hold costs down to the level demanded by success- 
Company ful department store practice 
: . 1 loarr profit vw she >. ’ 
Says Famous-Barr: "‘A profit can be shown in a de e turn out meals worthy of a fine store’s fine reputa- 
partment store tea-room ene the service is efficient men 
That's the reason for all-electric ' 

, 7 -aliadical saci tag) alee : Hol e and stand on its own feet as a profit-maker! 
Famous-Barr’s Grand-Award-winning all-electric kit 
chentisa feature of their newest and most modern store, 

ope ned in October, 1948, 

at Clayton, Missouri 

a suburb of St. Louis 

Grand Award But it’s the fifth of five 

Winners all-electric units—the re 

Se sult of almost 20 years . 2 : 

ONTUNONS MADAENTS Sr8 the application of All-Electric Cooking to your own 
ANNUAL FOOD SERVICE CONTEST ? Design Consaibaste= ~ 

business. Your nearest Hotpoint representative is at 

Frank T. Hilliker & Associates, 

5). howls your service and will gladly give you the facts about 
stan nlaiioe ten aauee, comes ™ P increased efficiency, lower costs, greater safety and 
Schvattt's, Rocketeller Cester, MY. City better cooking with Hotpoint 

*Herpeint : , : 
Ali-Electrie HOTPOINT INC.* Commercial Cooking Equipment Dept. 
Kitchens 


We believe no greater testimonial to the advantages of 
All-Electric Cooking and the superiority of Hotpoint 
Equipment could be given than its choice by 4 of the 5 
Grand Award Winners in Institutions Magazine’s 3rd 
Annual Food Service Contest 

You, too can profit through the experience of these 
and countless other leading food establishments with 


MAIL COUPON FOR QUICK REPLY 
HOTPOINT INC., Commercial Cooking Equipment Dept. 


A L L ” = L E Cc T R 229 S. Seeley Ave., Chicago 12, Ill. 


ws Gentlemen: I'll talk to the Hotpoint man, 

S. Name Title 
Firm 

Address 


*A General Electric Affiliate City State 





Medicine and Pharmacy 


DON'T ROB THE OUTPATIENTS 


of the advantages of good organization and direction 


M. HINENBURG, M.D 
Executive Director 
Jewish Hospital of Brooklyn 


Many 
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ndependently con 


I } 
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New Sulfa Combination... 


SULFADIAZINE - 


TE 4 FO NY L - Meice l N 


SULEAMETHAZING 
: y 








for safe sulfonamide therapy 


HIGH BLOOD LEVELS 

All three components are 

absorbed and excreted independently. 
High blood levels can be maintained 
without kidney concretion and 

with minimal sensitivity reactions. 


WIDE ANTIBACTERIAL RANGE 

All three components 

have a wide antibacterial range 
and are highly effective 

in the treatment of pneumonia and 
other common infections. 


0.5 Gm. tablets 
%, 4 Bottles of 100 and 1000 
—_— Suspension, 0.5 Gm. per ce 
—~ pleasant raspberry flavor) 
aca Pint bottles 


SQUIBB MANUFACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858 





MEDICAL STAFF ORGANIZATION 
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The cost of medication, of Course, is but one 
item in the total cost of illness, the greatest 
expense stemming from the length of incapaci- 
tation and consequent loss of working time 
One distinct advantage of CHLOROMYCETIN 
therapy is its fundamental economy — quick 
clinical response, reduced morbidity, short- 
ened convalescence and earlier return of the 
patie nt to his job 


Particularly dramatic results are now obtained 


in a disease such as typhoid fever, where the 
illness forme rly ran its course for several weeks 
because of the lack of specih therapy The 
lengthy hospitalization, special nursing care 
the supportive measures during this prolonged 
period —all have contributed to increased costs 
However, CHLOROMYCETIN changes this: the 
duration of illness is greatly reduced, defer- 
vescence occurring within 2 to 3 days atter 
treatment is be gun With control of the infec- 
tion, general improvement is manifest and re- 


covery 18 rapid 


The high degree of efficacy of CHLOROMYCETIN 
has also been demonstrated in a number of 
other diseas« S pre viously unre sponsive or poor- 
lv re sponsive to treatment, suc h as acute un- 
dulant fever, urinary tract infection, typhus 
fever, Roc ky Mountain spotted fever, scrub 


tvphus, and granuloma inguinale 
] g 


C A Ay 
. “ 
3 é 


PARKE, DAVIS & COMPANY * 


4, October 


1949 
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|_FOR THERAPEUTIC GASES_| 




















Precision-engineered, this pressure-reducing 
device assures adequate humidification of oxygen 
administration. It controls the flow 


cylinder — accurately measured and 


in nasal 
from the 


indicated by a sensitive gauge. 

Features include: single stage regulator and gas 
atomizer element in standard replaceable humid- 
ifier jar, built-in moisture trap, tube-type leader 
Made of forged brass, 


and safety valve 


gauge 
heavily chrome-plated 
In oxygen therapy—to be sure, specify I iquid Red 
Diamond Equipment. Write today for special 
\ descriptive leaflet, “Oxygen Therapy Regulators.” 
Price LM300 (F. O. B. Chicago).. 
LM302 Humidifier and 2 Stage Seaututer... 


Regulating Equipment 


. $63.75 


For other types of Oxygen Therapy write for descriptive folder 


MEDICAL GAS DIVISION 


THE LIQUID CARBONIC CORPORATION 


3110 South Kedzie Avenue Chicago 23, Illinois 


Branches in Principal Cities 


WALL CHEMICALS CANADIAN CORPORATION 


In Canada: 
Windsor 


Montreal + Toronto - 
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OPTIMUM ANTI-ANEMIA 
RESPONSE 


ITAMIN Bio, isolated in the Merck 

Research Laboratories, is available as 
Cobione* (Crystalline Vitamin Bi2 Merck). 
Cobione has been proved by clinical studies 
to exert high hematopoietic activity in the 
treatment of 


* PERNICIOUS ANEMIA (uncomplicated) 
* PERNICIOUS ANEMIA with neurologic 
complications 
* PERNICIOUS ANEMIA in patients 
sensitive to liver preparations 
* NUTRITIONAL MACROCYTIC ANEMIA 
due to Vitamin B)2 deficiency 
* MEGALOBLASTIC ANEMIA OF Smear showing megaloblastic bone marrow 
INFANCY (certain cases) of patient with pernicious anemia 
* SPRUE (tropical and nontropical) before treatment with Cobione 


COBIONE: 

@ A crystalline compound of extremely high potency. 

@ Effective in extremely low doses, because of its 
high potency. 

@ May be administered subcutaneously or intra- 
muscularly in precise dosage. 

@ No known toxicity in recommended dosages. 

@ Supplied in ampuls of 1 cc. of saline solution of 
Cobione, each cc. containing 15 micrograms of 
Crystalline Vitamin Bj,o. 

Literature available on request. 





*Cobione is the trade- 
mark of Merck & Co., : 
Inc. for its brand of Bone-marrow smear from same patient 


CrystallineVitamin By. ninety hours after a single injection 
of 0.025 mg. of Cobione 


TRADE-MARK 


(CRYSTALLINE VITAMIN Bj2 MERCK) 


MERCK & CQ., Inc. Manufacturing Chemists RAHWAY,N. J. 
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FIGURES 


prove it Economical... 


EXPERIENCE 


proves 
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EN TOMAC Freez-A-Bag 


Briefly, FREEZ-A-Bac eliminates the manufacture, 
purchase, storage, hauling and cracking of ice. It 
saves the cost of expensive ice caps—the hours 
wasted by nurses preparing ice, filling and empty- 
ing caps. For the patient, FREEZ-A-BAG is more 


therapeutically effective and more comfortable. 


it Indispensable 


“The hospital that once uses FREEZ- 
A-BaG will find that the nurses, 
patients and doctors would not go 
back to the old style of ice caps.” 


That’s quoted from a report of a hos- 
pital superintendent who used the 
FREEZ-A-BAG technique for ten years. 
He kept a close record of costs. We 
obtained by survey, the costs of 
cracked ice cold pack service in com- 
parable hospitals. 

Our findings: In addition to its many 
functional advantages, FREEZ-A-BAG 
will pay for its installation cost in 26 
months. From then on the lower cost 
is clear saving throughout the long 
life of the equipment. 

Ask the AMERICAN Representative for 
detailed information. Or, write direct 
to us in Evanston. 


PLAN WITH AMERICAN 


.. the first name in hospital supplies 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES e EVANSTON, ILLINOIS 








Iie 





We cordially invite 
you to visit our 
Booth 


No. 36 


at the American 
College of Surgeons 
Annual Meeting, 
Stevens Hotel, 
Chicago, III., October 
17th to 21st, 1949. 


SWEDISH 
SURGICAL 
INSTRUMENTS 
OF STAINLESS 
STEEL 


... designed to please 
the exacting Sur- 


geon. 


MM 


neu illustrated 


PRICE LISI 





BROLI INSTRUMENTS, INC. 
175 Fifth Avenue 
NEW YORK 10, N.Y. 
Telephone-GRamercy 7-1450 
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buse (for anti-abuse of alcohol and 


not for anti-booze! ) and tried clinical 
ly by Martensen - Larsen (Lancet 
2:1004, 1948). He found that anta 
buse gave promising results in 74 of 
the 83 alcoholic patients treated. Since 
then from 3000 to 4000 patients have 
been treated in Denmark, but many of 


these have not been observed long 


enough to determine accurately the 


incidence of relapse 


Treatment Schedule 
Patients chosen for antabuse therapy 
must have sufficient insight into their 
troubles to want to be free of the 
tlcohol h I T ner ipy cannot be 
sneaked into th yatient, nor can he 
be tricked into g ig well when 
lesires are the tf However 
1 can be pointed out to the patient 
medicine that will lower his 
single drink will mak« 
ill and multiple drinks 
i endanger his lite 
The he spital zed patient 
thorough medical examination 
of th 
alcoholism I 
tient is started 
antabuse the first 
the second and 
gram the tourt 
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“And show me simples of a thousand names. 


telling their strange and vigorous faculties” 


by MALLINCKRODT < 


and manuf 


purity Of MALLINCKRODT ; 


ever n 


MALLINCKRODT Ether for Anesthe 





MALLINCKRODT X-ray Media 


MALLINCKRODT Prescript 


8&2 Years of Service lo Chemical Users 


MALLINCKRODT CHEMICAL WORKS 
Mallinckrodt Street, St. Louis 7, Mo. * 72 Gold Street, New York 8, N. Y. 
Chicago * Cincinnati * Cleveland * Los Angeles * Montreal * Philadelphia * San Francisco 


UNIFORM DEPENDABLE PURITY 
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NEW 
Rapier-pointed 
“BLUE LABEL”’ 
NEEDLES 


ROUNDED HERE 
MORE STEEL HERE 


A 


/~ SHARP HERE 


ee 


Wa 


Minimize Trauma, Pain and Leakage 


Conventional hypodermic needles are like miniature biopsy 
needles—they cut out tiny cylinders of tissue removing 
nerve elements. In tissue so traumatized, pain lingers and 
the medication may leak out along the path of the needle 
The rapier-points and rounded edges of “Blue 
Label’’ Needles are designed to penetrate by parting 
rather than by painfully slicing tissue fibers. Rapier-points 
are stronger—stay sharp longer because they contain 
more metal than conventional needles. These 
hand-honed needles are subjected to painstaking control 
and inspection at every stage of manufacture to insure 
freedom from chips, burrs and abrasives. Thus, 
‘‘Blue Label’”’ Needles offer hospitals definite savings 
in time and money. Why not order a supply today fron 
your nearest surgical supply dealer? J. Bishop & Co 
Platinum Works, Medical Products Division, Malvern 
Pa. In Canada: Johnson Matthey & Mallory Co., 
Ltd., 110 Industry Street, Mt. Dennis, Toronto l¢ 


I 


BISHOP "BLUE LABEDL’’ NEEDLES 


Made of 18-8, the safe stainless steel y dect ru 
SERVICE TO SCIENCE AND INDUSTRY SINCE 1842 PFEIFFER, M.D 
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MODERN APPARATUS 
Peg FOR 


ADEQUATE treatment of asphyxia and oxygen deficiency in 
fA all types of cases demands modern equipment for resusci- 
tation and for the administration of oxygen to meet varving 
conditions. Ohio-Kreiselman Resuscitators provide positive, 
reliable, safe control of gas pressure by automat and regulator 
OHIO HOSPITAL EQUIPMENT equipment which provides three stages of automatic pressure 
Heidbrink Anesthesia Apparatus 
Ohio-Heidbrink Oxygen Therapy 
” © Kreieel fae - 


reduction. Kreiselman resuseitators are made in two general 
types: one designed essentially for use in asphyxia neonatorum, 
and the other for use in resuscitation of children and adults. All 





tors @ Scanlan-Morris Sterilizers 

Ohio Seanlan Surgical Tables 

Operay Surgical Lights ¢ Scanlan proper sizes of masks are complete and adequate for the treat- 

Surgical Sutures @ Steril-Brite Fur- — : i , 

sheen © Racentd Colle = 0k ment of infants, children or adults. The catalog, “Kreiselman 

Distributor of Stille Instruments, Resuscitators] mailed on request, gives complete details. For 
immediate detailed information, call our nearest branch sales office. 


models embody identical principles and when equipped with 


OHIO MEDICAL GASES 


Oxygen @ Nitrous Oxid @ Cy- 
clopropane @ Carbon Dioxid 
Ethylene @ Helium and mix- 
tures @ Also Laboratory Gases 
and Ethy! Chloride. Please re- 
turn empty cylinders promptly. 


THE OHIO CHEMICAL & MFG. CO. 1400 East Washington Ave.. Madison 10, Wisconsin 
Branch offices in principal cities ¢ Represented in Canada by Ohio Chemical Canada Limited, 
Montreal and Poronto, and internationally by Airco Corporation (International), New York 18. 
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Conducted by Mary P. Huddleson 


Administrators, Please Note — 


THE PART PLAYED BY THE DIETITIAN 


Administrator 
George F. Geisinger Memoria 
Hospital and Clinic 
Danville, Pa 
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The tongue-tingling juice of luscious, 


tree-ripened grape fruit . . or juicy seg- 


ments of the fruit itself. . as styled by 


Sexton will delight your guests .. . titil- 
late their taste . . give a zoom to their 
appetites. Complete your service with 
the full variety of Sexton juices. Vita- 
min-rich and flavorful. they are both 
profitable for you and pleasurable to 


your patrons. 
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hood Machines 


THE HOBART MANUFACTURING COMPANY, TROY, OHIO © Factories in Troy, Dayton, 
Ww aaét Manufacturer of Fead aad Kitéhen M -~ 


Greenville, Minneapolis, U.S.A. «© 
CANADA ° BRAZIL ° ENGLAND . AUSTRALIA ° FRANCE 
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tients natural 
more successt 


itritional 


KNOW! ns re relatively 


1eld scheme of things 
ther matters t one to make the 
tional Openings to follow through so as 
otherwise have to establish a working relationship 
with members of the hospital sctatt 


In today’s modern hospital food plays 


r rapport 1 
ry, too, that ¢t thera in increasingly important 


necessary i role in 


of the patient and in the 
good personnel rela 
lietary department must b« 
competent, well trained 
yerson if diet is tO Move for 

is an even More important factor 
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MAJOR POINTS OF KITCHEN SANITATION 


GEORGE K. HENDRIX 
Chief 
THE EMPLOYE AND SANITARY Division of Hospital Construction and Services 
PROCEDURES State Department of Public Health 


Springfield, II 
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Deitldind ewe Cereal 
Ltn ee 


wey 
UT FOOD COSTS! 








THEY'RE THRIFTY! Hospital dietitians say “money saving” is a big 
I ; : 


reason for preferring Post's Individual Cereals. Portion-con- 


trolled, the 1-oz package can also be served again, if unopened. 


THEY'RE FRESH-PROOFED! Post’s are protected. The cellophane wrapping seals in 


the crispness and nourishment. 
THEY'RE ALL FAVORITES! Post's provide variety . . . a complete cereal shelf . . . a 
delicious cereal for every taste. 


AND YOU GET A BONUS! Like almost all other General Foods products, Post’s are 
packed with premium coupons. Write for free prize catalog illustrating gifts for 
home, office, and kitchen. General Foods Premium Dept., Battle Creek, Mich. 


PEOPLE WHO TALK ABOUT GOOD FOOD ~~ 
TALK ABouT GENWERAL FOODS / 





100 YEARS 


of progress ona 
basic discovery 


|]. First PHENOL 


Pop larly cal. 
led carbolic on 
acid, pheno! 1s 
4 Powerful caus 
{C POison with 
lisinfecting 
qualities It is 
[OX1C and has 
the characte; 
istic phenolix 


odor 





ARO-BROMS: 

The Modern, Non- Specific 
GERMICIDE,, 
” 7 


Odorless, non-cor 
rOSIVE ind = nor 
toxic, ARO-BROM 
G.S. is complete 
sate im 
ved fron 


So 
99 


ARO-BROM. repr 
1 | a 


cal depa e tre 
ip es t dis 
| | 

se \ 


ts long 
complete det 
ARO-BROM G.S. is) mu by th 
nakers of SOFTASILK 571 SURGICAL 
SOAP... another product of t/ 


research laboratories of 


GERSON-STEWART Gap 


LISBON ROAD + CLEVELAND, Onto 


CMSCIVES 
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© eam, your Blickman Food Conveyor 


‘ 





hose it with HOT WATER 








CREVICE-FREE CONSTRUCTION 
e protects insulation and electrical parts 
e assures new standards of sanitation 


To maintain the immaculate. sanitary surfaces of your 
Blickman-Built food conveyor. you cut grease and dirt with 
live steam —then wash with hot water. Cleaning is quick — 
simple — thorough. Water cant seep into the insulation or 
electrical elements when cleaning instructions are followed. 
The reason: Blickman conveyors have one-piece seamless 
tops and bodies of highly-polished, electrically-welded stain- 
less steel. There are no joints. crevices. screws, bolts, or rivets 
to trap dirt or furnish breeding places for vermin. That’s why 
Blickman conveyors cost little to maintain and assure long, 
trouble-free service. Blickman food conveyors are built for 
cleanliness and durability. They belong in your institution. 


TS Tes ee r 7 ee 


NEW BLICKMAN SANITARY TOP ELIMINATES CREVICES 


BLICKMAN CONSTRUCTION 


nd ond recto 


cttached to top—permitting 


es to form where 


c 
edges meet the top deck 


ane a ORDINARY CONSTRUCTION 
1 & Waits, can. sapatale. onite 


Blickman-Built 


FOOD SERVICE EQUIPMENT 





with CLIVE STEAM 











Model 
ALS-4922 


New sevective MENU CONVEYOR 


@ One conveyor now gives you a great 
variety of inset arrangements for your 
selective menus. Interchangeable square 
and rectangular pans can be placed in the 
rectangular wells in different combin 
ations. Round wells are used for soup or 
other liquids; two heated drawers for spe 
cial diets. Built with sanitary seamless top 


and one-piece crevice free body 








SEND FOR New VALUABLE BOOK 
Describing complete line of Blickman 
Built food conveyors, including the 
widely-acclaimed selective-menu models 
Contains detailed specifications 


S. BLICKMAN, INC. 


1510 GREGORY AVE., WEEHAWKEN, N. J 
New England Branch: 10 High St., Boston 10, Mass. 











Menus for November 1949 —— 


Charles City, lowa 
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Cut dessert costs 
-- with delicious Farina Pudding 


Its tempting flavor wins Important, too, Quaker Enriched Farina 

z enables you to serve a dessert with high nu- 
patients’ favor! trient content. Added elements of Calcium, 
Iron, Riboflavin and Vitamins B: and D make 
Farina’s nutritional value greater than that 
of the wheat from which it was made. 


Scarcely 2 pennies per serving. That's all de- 


licious Farina costs you! 


Take advantage of this amazingly low- 
cost way to make your patients appetites 
respond. They'll look forward to Farina pud- 
ding for dessert just as they already do to hot 
Farina for breakfast It has that same 
apres: smooth texture, flavor-heightened to Anothe, 
a rich butterscotch taste a welcome touch 
of home-goodness to tempt patients’ lagging 
end-of-summer” appetites. And for interest- 


For economy ... flavor... nutrition . . 
serve new, easy-to-make Farina Pudding 


regularly! 


va 
Prepareg for 
ay the Qu 


Ing variety, try adding chopped dates, pecan 
meats or cooked dried apricots combina 
tions that make Farina Pudding a dessert al/ 
your patients will enjoy often 


Paes “ Dessert 
F 50 servings 


11 tb. 2 of. 





cccnemgeetet stal Weight of Pudding: 
Portion: scant }; cop (3% on.) Total Weight o = 
: SIGHT 
1ENTS AMOUNT WEI 
INGREDIENT: 
5 quarts 
Milk ‘ gtd 


Farina 
Quaker 2 cups P 


Brown Sugar 11; tablespoons 


Salt 


1. Seald milk in —_ pores sugar and salt Add to scalded milk, stirring con- 
rina, brown su 

thickens. 
stir frequently until mixture —o 
ee ‘ ng 15 minutes or longer, stirring occasi< pees with 
oi old (or large baking pans) Chill; unmold and serve Wi 


F 2, Mix together fa 
FOR TASTY BREAKFASTS stantly 
3. Cover and contir 
with “wake-up” appeal, serve 4. Pour into individual m 
hot Quaker Enriched Farina fruit sauce or top Mik. 
Add 2% cups (1 Ib.) chop 


sups chopped pecan mea 
Add 1% cups chopt i dried apricots (drain 


ding has thickened 
has thickened 
ed) after pudding has 


dates after pud 
often Date Pudding — ts after pudding 
Pecan Padding: . 
© cups chopped cooket 

THE QUAKER OATS COMPANY Apricot Pudding: Add 2 cups ¢ ppe 


sickened 
CHICAGO 4 oe 
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GETTING RID OF REFUSE 


0. E. OLSON 
Chief Engineer 
onsin General He 
Mad son 
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ONLY WELDWOOD FIRE 
DOORS GIVE YOU 
THESE 8 UNIQUE ADVANTAGES 


1. Increased Safety 


I ‘ 
I 
I LD 


2. Beauty 
w 


3. Durability 


I I 
Ww 


4. Dimensional Stability 


w ! Fire Doors 


5. Light Weight 
A real fire f 
f 4 undard 4x lo« 


6. Vermin and Decay Proof 


w ‘ 1 F D rs 


7. High Insulating Qualities 
\ thy I acterisan 


8. Moderate Cost 


Y 








Vnderwriters Taboratories Ine WELDWO0D COMPOSITE 
FIRE DOOR FOR OPENING FIRE DOOR 


WN VERTICAL SHAFT U.S. PLYWOOD CORP. 
ALGOMA, WIS. 


N° ... plan on permanent fire protection plus the rich beauty 
of real wood! Here at last is an absolutely fire-safe door 
that is also a decorator’s delight. 

Thanks to the handsome hardwood facing that distinguishes 
this unique Weldwood door, you can plan on bringing extra 
beauty to every room. Yes, these beautiful new Weldwood Doors 
help you to carry your decorative theme throughout the building 

.while giving you lasting fireproof construction! 

Write today for complete information. You'll also want full 
details about the Weldwood Standard Flush Veneer Door with 
incombustible mineral core for use where a labeled door is not 
required 
gee 7 
} om, mmm EDGE BANDING 

~~ rot 


Oft xfed Birch har 
itches the f 5 


MINERAL CORE 


Strone gl 


prennnnnienily 7, none 
wick maneapanad Wage tele alien COUPON 
FACE VENEER FOR 

Is birch, Other decorative woods DETAILS 


SIZES AND THICKNESSES: 
Made in wider range o 








UNITED STATES PLYWOOD CORPORATION 


55 West 44th Street, New York 18, N. Y. 


Boston 


rooklyn, Buftak U.S -Mengel Plywoods, I 


Dallas, He Jacksor 





Conducted by Alta M. La Belle and Jane Barton 


Boston University Presents — 


A BUDGET MEANS INTELLIGENT PLANNING 


CHARLES E. BERRY 
Assistant Director, Mount Auburn Hospital, Cambridge 
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zen were used in 


The second section of Mr. Berry's 
ua ivs, some explana 
lecture deals with the purpose eens ia Fs a ee 
of a budget and a method of set- t tory perhaps it is time take 
\ ¢ fac t m i 
ive Statistics t& 
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ll employes on 
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Porcelain on steel 
for wear and beauty 


Armstrong s Veos i] vill stand 
lifeetinne of hard = 
is the wall itself 


ol Porce lain on steel 


Gone Quickly 
i 


1M Be 


ARMSTRONG’S VEOS WALL TILE 
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.-it’s not just the count that counts! 

















“ u 
| want a 2/ vewel watch - Even if you do, 
you're more specific. You order a particular 
brand of 2] jewel watch—because you know 
there is a difference... So it is with 140 thread 

count sheets. There's a difference! 











specify UTICA 


© Made from carefully selected cotton. 
@ More firmly woven with no excess starch or filler. 


@ Every phase of manufacturing vuided by over a cen- 


Veneers = tury of textile experience and « raftsmanship. 


FigticA 
a cis) Vote to Housekeepers! Our free booklet” Beauty Secrets From Y« 


Linen Closet”. is full of information for vou. Write ces MILI 


WOVEN EXTRA-STRONG TO WERAR EXTR cone a 


UTICA ong MOHAWK COTTON MILLS, INC. 
UTICA 1, NEW YORK 





NEWS DIGEST 


Minneapolis Hospitals Study Centralization Plan Illinois Research Hospital 
22 Per Cent of Population Enrolled in Blue Cross 


Installs Betatron 
... 5094 M.D.s Graduated in 1949 


Menninger Opens School for Psychiatric Attendants 








Minneapolis Hospitals Study Value 
of Centralizing Various Services sedges 


MINNEAPOLIS Voluntar ospitals well result in improvements that il 
jor study ¢t literally millions of dollars tor thus ranks I hat on the same plane 


Save literally 
in exploring party 


t 


No one can 


impending 
il pena nye 


American people in years to come Sa progran 
far is direct services tO patients nto unkm 
rhe hospitals shoul toretell the 

{ eason 


1, however 
LSCOVCTICS 


ncerne 

never seek t¢ luplicat issembly line 

} = nect th 
( CX pec 


significant 


Start Use of Betatron 
in Cancer Treatment 
at Illinois Research 


CHICAGO The 25.000.000 vol 


> 


Betatron installed at Illinois Research 


Blue Cross Publishes 
“Health Service News” 
DURHAM. N« The first 
publicatt 
te, was issued last 
Cross Hosp tal Care 
The new monthly 


led tree of charge 
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Philadelphia's 





























SAM FRANCISC8 





WEW YORK 


NEWS... 


5094 Physicians Graduated in 1949; 
Freshmen Enrolled to Set Record chietly to t ty that supports 


them, the exclusion | nonresident 
CHICAGO otal physi rd ut ild inevitably have ilted =students may not be service t 
cians was g ted fr medical if th schools had ! he community the licorial stated 
number iddit practice definitely narrows the pe 
event might ha tial i from which a school may 
who attend such 
experience the stimula 
influence of asso 
) have different 
backgrounds 
s consequence of this 
superior 
lunicl ul if c ippilican in a less 
enrollment 
lowere 


follow 


ites 


medic 1 


V.A. to Build 1000 Bed 
Psychiatric Hospital 


PITTSBURGH 4 1000 bed 
, 


} } 
ik DC D 


WOO_O00 


Blood Bank Worker 
Contracts Serum Hepatitis 
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Picture the patient's progress 


... with photograph...after photograph 





Serving medical progress through Photography and Radiography Kodak 





Picture the patient's progress (continued ) 


- 


Most cameras become “color cameras’ 


. when they're loaded with Kodak color film 


A 


4 


Yes, getting brilliant color is a simple matter with full-color 

Kodak Film—Kodachrome or Ektachrome. No special equip- 
ment no special technic is required for exposure. 

With Kodachrome Film, Kodak does the processing 

without extra charge. Duplicates (same-size, enlarged, 

or reduced) and Kodachrome Prints are ordered niature cameras, 

through any dealer. With Kodak Ektachrome most of thesia 

Film, processing may be handled in any well- wlachrome Film 

slides for 

tion, prints, 

irgements, 


KODACHROME 
TRANSPARENCY 
AINDEW ASN oA 
IwoaeHrovaoY’ 


equipped processing room—a tremendous advan 
tage when same-hour results are required. Here, 
too, Kodachrome Duplic ates and Prints are avail- 
able through dealers. For further information, see 
your dealer... or write to Eastman Kodak Com- 


pany, Vedical Division, Rochester 4, N.Y. 


Viajor Kodak products for the medical profession 


tion-picture cameras use Kodachrome die sites ‘ t ; ee “Neg 
m in rolls or magazin« give 2 : SP age se "0, Sheet-film cameras tah 
luplicates for brilliant s/ ngs . Kodachrome Professio 
a: Kodak Ektachrome 


give fu 


ey 


prints, en 


Kodak Serving medical progress through Photography and Radiography 
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_ AMERICAN CITY BUREAU 


(ESTABLISHED 1913) 


has had successful hospital “i 
fund-raising experience in 
your State or your area 


o> 
T Sat) 
e 


Your problems may lend themselves 
to solution through Bureau practices, 

- policies and experiences covering 
36 years and 2700 campaigns in all © 
fields of civic endeavor. Consul- 
tation is invited to determine if 


Bureau Service to your poopram is 





a justifiable investment. ““o ,. 


cv aie 


AmERICAN City Bureau 


NEW YORK - CHICAGO - PORTLAND, ORE. 


Charter Member American Association of Fund-Raising Counsefl< 


ile: pave 











“LITTLE 
DIACKS"' 





oatinalininemsdiiies=;iateeiies te ee 
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This little device has saved 


thousands of lives. It checks 
sterilization—thus prevents in- 
fection in hospitals throughout 


the world. 


For 38 years DIACK CON. 
TROLS have 


formed this service. 


Diack Controls 


ROYAL OAK MICHIGAN 


accurately per- 


1047 NORTH MAWY STREET 








'NEWS... 


22 Per Cent of Population 
Enrolled in Blue Cross; 
Number Totals 34,554,012 
CHICAGO 
the population of the United States was 


Twenty-two per cent of 


enrolled in Blue Cross plans as of June 
30, the Blue Cross Commission reported 
last month. Blue Cross membership to 


taled 34,554,012, the report said 
Leading all plans in membership in 
crease for the second quarter of the year 
was Associated Hospital Service of New 
York 440 
members, followed by Michigan Hosp 
of 69311 


<9 


with a net growth of 


tal Service with growth 


members, and Hospital Service Plan of 
New 17,889. Other plans 


reporting 


Jersey with 


sizable gains were Chicag 


ind Los Angeles with 46,411 and 4 


07 new members, respectively 

States in which more than 40 per cent 
f the population is now enrolled in 
cluded Connecticut with 
district of Columbia with 4 r cent 
ind Rhode 
} 


per cent, 


l 
Delaware with 56 
] 1 


sland with per cent, it was reporte 


Blue Cross enrollment by states 


Toral 


Was reported as follows 


Great Britain May 
Impose Separate Tax 
for Health Services 


New YORK In view of continued 
expenditures exceeding annual estimates 
ot cost, it may be necessary tor Great 
Britain's socialist government to impose 


i separate health service ta to help de 


fray the cost of government medicine 
New 


month. De 


the London correspondent of the 
York Times 1 rt last 
spite the 
expenditures 
the health serv 

avy 

Economies 
opera n of 
respond 


dental 


scrTVices 


Ministry 


Washington Office Moved 
WASHINGTON, D¢ Othices of the 
Association’s Wash 
were moved last 
Northwest 


announced 


American Hospital 


183. 
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73, No 


J, YOM. OF CONSTANT AND SEVERE SERVICE... 


YET MASS. GENERAL HOSPITAL KITCHENS LOOK LIKE NEW 


Boston, Mass 


Front View of Cafeteria 


t 
oe 


— : 


Dish Tables, Main Kitchen 


SEND FOR ILLUSTRATED FOLDER 
Describing Blickman-Built Food Service 
Equipment available in single units or 
complete installations 

Visit our Booths No. 449.450 at the National 


Hotel Exposition, Grand Central Palace, New 
York City, November 7-11 


Inc., 1510 Gregory Ave., Wechawken, N. J 


Blickman-Built - 


FOOD SERVICE EQUIPMENT 


4, October {949 


Massachusetts General Hospital Finds Blickman- 
Built Equipment A Wise and Sound Investment 


@ The mass feeding installation in the George Robert White 
Building is used as a practical training school for hospital 
dietitians. When kitchen, cafeteria and dining rooms were 
installed 12 years ago, only the finest food service equipment 


was considered 


Accordingly, Blickman-Built stainless steel equipment of the 
most advanced design was chosen. The result shows it to have 
been a most happy choice. For not only has it rendered perfect 
service . «. but, as an investment it has justified all claims 
Twelve years have left every unit in a condition as good as 
new. The cost of maintenance and repair has been practically 
nil. The saving in cleaning time alone has been considerable 
Judging by the condition and appearance of the equipment 
today, it 1S good for a great many more years of satisfactory 


service 


That this is possible is proven by numerous other Blick- 
man installations — where twenty to twenty-five years 
of hard usage find the equipment still in the best of 
condition. Measured in cost per year of efficient service 


— Blickman-Built equipment is always the best buy. 


WORK TABLES 








NEWS... 


Menninger Foundation 

Opens School for 
Psychiatric Attendants 
TOPEKA, KAN.—In coopera 
N | Mental He 


Menning I 


B-D! 


Maule for the Profession 


and the Men- required but cand 

for the training qualifications specified 
program was explained Dr. Hall stated 
Dr. Bernard H. Hall is director of the 


uning program which arl Menninger said it was “perh: 


Commenting on the new co 


1 group of attendants 
ins Administration 
The new school 


ror a three-year 


the terms of the 158 Administrators Attend 
000. The trai0- A \C.H.A. Chicago Institute 


‘ e124 che di - 
n fk montns divid CHICAGO One hundred fifty-eight 


mesters. No tuition tee ts iministrators 
United States 
tries met ere 
teenth instit 

tors CONAUCTE¢ 
of Hospital 

gram mciud 


periods and 


reo) mental operat 


Among 


group were 


you rer te 
pay 
for 


HYPODERMIC 
SYRINGES ? 


for 


Evening Classes in Nursing 


CHICAGO Evening sses int sin 


B-D Syris 


4 


Becton, Dickinson ano ComPaNY, RUTHERFORD, N. J. 
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for the patient 


. Aa 
in severe Paim... 


ft opm to 

esic effect. The 

siksloide tends to veduoe the 
f side reactions. Pantopon is 
vhere severe pain is a 


ol morph 


vailable in 
, containing or, 
gr. bottles of LOO 
vr, bottles of 500; 


11 oz. 


INC, e NUTLEY 10 e NEW JERSEY 


Pantopon' 








climinates 


NEWS... 

Hospital Council Urges | ided elarusiow 
the statts of the existing hospitals,” the wise | 
incil stated 


Give More Thought pect a coordination of appointments, so pervised when necessary Generally 
to Staff Appointments, t innecessary duplications may be speaking, if the total number of beds 1s 
1 and more doctors added to adequate for the patients 
. ' h 7 vat or fl ) S 
New YORK In a statement released 7 es s08 si physician 
Pe t 1 ne 


| ' sroblem extends tients,” the council 
here last month, the Hospital Co I 
y hs eo ae ne aes 
of Greate: Feu wphesived oh beyond the individual hospital; it in 
need for thoughtful consideration of ‘Ol¥es the whole community Majorit wi physicians wiht 
hospit 1 the Community standpoint, it is GO not have hospital appointments 
for each practicing physician present time are general practition 
hospital connection the statement continued. “In gen 
, , 
The educational op hospitals ve not provi I 
loctors would be in general practitioners on 
1) vill be necessary 
services woul pe su 
for them betore 


aequ 


How 
to avoid 


*“manhunts 


Cortisone for Research 
WASHINGTON. D< The Nat 


SCIENCES 


Know who's in with 
MONOLITE REGISTER 


Time is lost and tempers rise controll 
leveloy ment 
when, after a long search, you cents: is 
find the person you want has been out all the time. 
Couch Monolite Registers provide a simple, work- 
able solution. 
By simply flipping a shutter, a red or green signal 
light beside each name listed shows who's “in” and 
who's “out”... plug in connection 
> 
. . . P ) 
installed easily. Available in E. i 
; SS 
‘ . 
/ . 
; ; Approve Insulation Standard 
tiples of 20 up to 80. ; PPTere 
: if WASHINGTON, D& A commerce 


models listing names in mul- Ne 
™ 4 


Used in hospitals, ( / 
clinics, professional —" 
buildings, and offices. 


Full information on request. 


Ss. H. COUCH COMPANY, INc. 
DEPT. 210-E NORTH QUINCY 71, MASS. 


PRIVATE l PITA NAL 
APARTMENT H E FIRE ALARM SYSTEM 
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Because they’re made of MONEL, 
Scanlan-Morris sterilizers are... 


“IMMUNIZED” 


against METALLIC ILLS 9 ; 4 IMPORTANT 


FEATURES 


of this Scanl 
Morris cylindrical 
sure sterilizer 

» its inner shel! 

’ ah ’ . oe : mn team jacket, it 
ing Nickel Alloy. There's nothing to chip off, heme teu wa ae 
peel off or wear away racks. Made of Mo 


nel, they resist fa 


ie Monel, you have a solid, corrosion-resist- 


tigue and corrosion 
Monel* is rustproof ...strong...tough... “ contribute ‘measur 
hard smooth. It resists staining. It stands 
up against heat, pressure, steam and mois- 
ture; against acids, alkalis and a long list of 
hospital solutions. Constant use and rough 
treatment cannot damage Monel’s attractive 
satiny finish 


In addition, Monel is easy to keep bright 
and shining. Plain soap and warm water are 
usually all you need. But you can use cleans- 
ers or detergents as often as you think nec- 
essary. You can't scrub away Monel’s good 


looks they're permanent! 


So it is with good reason that THE OHIO LONG-LASTING 
CHEMICAL & MANUFACTURING COMPANY SOURCE 
makes Monel construction available in 
Seanlan- Morris cylindrical pressure -type for statis Dit ane 

be as cold water rhe t 

surgical supply sterilizers, instrument steri- ee a ae 
: of Mone 1e metal 

lizers, solution sterilizers and water steri- lat cannot rust or 
: »-zincify. Corrosion 

lizers. (Monel, by the way, is standard con- resistant all the way 
through, Monel nev 
er needs painting 
oating or costly pe 


riodic maintenance 


struction material in ali Scanlan-Morris hos- 
pital non-pressure boiling-type instrument 





and utensil sterilizers. ) 


For full information about Scanlan-Morris 
sterilizers that bring you all the advantages 
of Monel, write THE OHIO CHEMICAL & MAN- 
UFACTURING CoMPANY, 1400 E. Washington ; TRIPLE-PURPOSE 
Ave., Madison 10, Wisconsin. “tes. U.S. Pat. on 7 m AUTOCLAVE 


THE INTERNATIONAL NICKEL COMPANY, INC. \ N\Youtean order 
67 Wall Street, New York 5, N.Y. y \, shely Be peer 
for formu 

or with “‘slide 
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NEWS... 


Blue Cross, Blue Shield 
Hold Enrollment Meeting 
New YORK 
Cross and Blue Shield 
New York Strate 
enrollment conterence 


methods of 


Representatives of Blue 
plans throughout 
met here in a two-day 
last month to dis 
cuss spreading voluntary 
prepayment plans to a larger proportion 
ot the population 

the conference Louts H 


Hos 


Addre ssing 
presid 


Service 


Pink ent of the Associated 

pital 

Blue Cross leaders 

hospital con 
New Yi rk 
1 between 


latter Goes 


mpe sed 
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|New York Defers Plan 
| to Repossess TB Hospital 


New YORK Plans t 
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leferred by the 
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Mayor William O'Dwyer 
Beacl Queens the 
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SHOULD YOU TRUST YOUR MEMORY 


—OR RECORD IMPORTANT 


MEDICAL FACTS 


On-The- 











° 
EDISON oun 
rd ¢ 
’ % J 
yital ad Phone 
V I rn hospt4 utes 
O [ & 2 W R [ E R degen ~ in Seve ee Thomas 


THE ANSWER 1S ONE THAT EFFICIENT 
HOSPITALS CAN'T AFFORD TO IGNORE... 


With today's stenographic staffs short-handed and often un 
available, dictating instruments capable of recording important 
information on the spot, are “musts” in the modern hospital 

By having Edison install new Disc Voicewrters in your 
hospital, you can make permanent records of post-operative 
summaries, diagnoses, clinical notes, Consultations, nurse's in 
structions on plastic discs for convenient filing and mailing 

Whether you use the new dise-ty pe or cylinder-ty pe, Edison's 
new development—FEar-Tuned Jewel-Action—makes the clear 
est possible record of your voice. No matter how you talk—fast 
or slow loud or soft—vour words reach the transcriber with 
utmost clarity and accuracy. No other instrument matches Edison 
understandability . . because only Edison has Far-Tuned 
Jewel Action 


AFF TO 
your ST 

PRECIOUS HOURS 
a OF the 


Disc 


new 
mod 


in 


the 
WRITER 


n 
ration ca 
minis! ALTE 


West 

orpot ated, { 
Inc In Cana a 
anada, 


“Pp pIPHON! 
{ison, 
be New Jersey y 

5 Fdison of 
Ontarte 


Only the EDIPHONE MAN brings you the exclu- 
sive advantages of Ear-Tuned Jewel-Action. 








NEWS... 


P.H.S. Gives $8,614,737 
for Heart Disease Research 
DC—A 


funds 


ot 


was 


W ASHINGTON total 


$8,614,737 in federal 


month to 85 medical 


! ospitals and 


iwarded | last 


research institu 


ind 


schools 
in 34 Stat 
} 


according to 


tions es the District of 


Columbia an announce 
ment released here by Surgeon General 
Leonard A. Scheele of the Public Health 
The adminis 


the 


Ww ill be 


Heart 


led 


funds 
National 


c x pan 


Serv ice 


rered by Institute 


tor heart research programs 


of heart teaching in medical schools, and 


building additional heart laboratories 


throughout the country, it was ex 


plained 
A summary of grants by state totals 
tollows 


ama 1s, 


Alal 
A 


10.001 


California OS 44 
Colorado 296,135 


Connecticut 14,000 


in perfecting cubicle equipment 


This patented corner fixture was devel- 


oped by Judd to let curtains glide 
around corners instantly, silently. 
Judd’s fiber-wheeled, roller-bearing 
carriers are always quiet, never 
jam. Judd’s sturdy Sanforized 


white or colorfast pastel cur- 
tains have rustproof 
grommets permanently 
machined into top hem. 


...in Satisfying hospital needs 


Judd’s strong, durable cubicle 


*« equipment is 
. 


easy to install 


and maintain. And you 

can depend on Judd’s 
efficient planning to use 
space to best advantage 
... keep costs at a minimum. 


For a costfree estimate, just 


; send a simple diagram, with 
7 mensions, of areas to be cubicled. 


H. L. COMPANY 


Originotors of Modern CUBICLE CURTAIN SCREENING EQUIPMENT 


Hospital Division 


. 87 Chambers St., New York 7 


449 E. Jefferson Ave., Detroit 26* 3400 N. Western Ave., Chicago 18 
3300 Leonis Bivd., Los Angeles 11 
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Missour 09 
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and 


000 
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000 


SS.614 


Provident Hospital Reopens 
Outpatient Clinic 


CHICAGO Closed last August because 


of lack of funds, the outpatient clinic at 
the Provident Hospital here was reopened 
last month when the Cook County board 
ot 


$5000 a 


commissioners agreed to furnisl 


help meet the 
ill-Negro clinic, ¢ 
1 hospital 


( spit ul 


month 


cost 
of operating the mer 


gency room n faci 
Stanley P. Farwell 


ported 


The country 
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treasurer, rc 
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ider this care furnished by Provident as 
in extension of Cook County Hospital's 
services and will compensate the hospital 
for care 


ble for C 


Liven t 
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ul history. A 
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Negro community, as 
cuon of Board ot 
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iblic bodies, the future 


appears t be growing 


rwell concluded Con 
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Mixer for Dial 
Exposed | Diameter 
3%” 








Only One Moving Part 


lidethcmenesintienisietciininiasia 


CANT BEAT 
POWERS 
REGULATED 
SHOWERS 


Powers Type H Thermostatic Supply $-4629—for 
various hospital baths, X-Ray film developing, etc 
Only one of many different types of fixtures shown 


in our HOSPITAL catclog. May we send you a copy? 





Extremeaccuracy 
moke POWERS 
Type H mixers 
ideal for hydro 
therapy andother 


boths 


Photos cbove: leg ™ 
S 


and arm boths 


At right: Continuous 


flow bath 








Type H 


Thermostatic WATER MIXERS 


are SAFE against scalding caused by 


G} PRESSURE ov @) TEMPERATURE 


fluctuations in water supply lines 


Safer— because of their qui k acting response to any change in tem- 
erature setting, pressure or temperature variations in water supply 
Users report control within 42°F. Greater Comfort—shower 
cmpecrature remains constant wherever set. No jumpy temperatures 
More Economical. POWERS thermostatic mixers promptly deliver 
vers at the right temperature no waste of time, hot or cold water 
For new ins } 1 

fe, use Powers type H thermostatic shower mixers. May we send 
Circular H-48? CHICAGO 14, ILL, 2770 Greenview Ave.@NEW YORK 17,N. Y., 231 E. 46th St. 

LOS ANGELES 5, CAL., 1808 W. Eighth St. @ TORONTO, ONT., 195 Spadina Ave. 


THE POWERS REGULATOR CO. 


OFFICES IN SO CITIES © SEE YOUR PHONE BOOK 
Over 55 Years of Water Temperature Control 


tallations or when modernizing obsolete showers ... play 











NEWS... 


Record Librarians Must 


| Complete Formal Training 
to Qualify for Registration 
th CHICAGO Medical record depart 
wt 


ment workers in hospitals have until 


Decorate SR” Bay ee 
§tainproy Wall — 6 Se 
and you car le wt ston 
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{ nd year oul: 
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soap 


v7 
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peccmet 1 MERCUROCHROME 


HOT GREASE 
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bd, 
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OIRT SMUDGES 


U. of California to Use 








lachine of 
ts typ r the study « high-frequency 

a\ it last ileover ix beau tures of all pres tous wall coverings It } ; 
: ! ition in the treatment of cancer, the 
tifual as the lost) beauti wall hangs as easily as wallpaper and stays : 


: n X-ra\ nerator is expecte t 
praapwer et washes like ile ‘ \ ww looking for vears You can rede : : CAPCCKCG i 
irl 


== 
Synchrotron in Cancer Study 
Nashes like Tile... ee 
rer jee 


j 
ty i Stainproo overing! orate my time vou want with ordt 
- : oap and water without any ex 
hair oul reurochrome pense. amy muss. any loss of time! Your 
of over LOO decorator-approy ed 
in smart. colorful tloral- plaids 
cometries pictorial. stripes. tiles, two- 

tints and solid pastels 
Proly. Varlar is amazing! Send for 
~annipole teondas and s« how 


stamprool how washable 
STILI 


c-------------- 


| Varlar, Inc., Dept. MH-10 
j Merchandise Mart, Chicago 54 


FREE ati anh iy Cee mangle 
TEST SAMPLE! 


Mail Coupon Today! 
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WHATS YOUR NOISE PROSLEM 2 


Gold Bond’s complete line 
of Acoustical Products can solve it! 


YOU'LL FIND YOUR ANSWER HERE AY HERE so want to hush aw hispes 


wosmother a brass band. Gold) Bond 


Acoustical Products can do the job. That's 


Perf ted steel cked with - 
rforated steel pans backed w sound because Gold Bond offers you complete 


absorbing rock wool pads. Completely A cceaai ceil Mei’ 
co ~ < ‘ ce 


fireproof. Panels can be removed for re 
pairs to wiring or plumbing. White factory 1. A fullline of Gold Bond Metal. Mineral 
baked enamel finish can be washed or and Fibre \eoustical Products 

painted any number of times. 2. Factorv- Appointed Acoustical Appli 


cators to assure perfect installation 





With three new products recently added 
Fireproof, incombustible mineral tile. to the Gold Bond \eoustieal Line. National 
Random-fissured to resemble imported Gypsum. pioneers in’ Acoustical i onancrts 
travertine stone. Available in square or now has the anawer to every acoustical prob- 
beveled edges. Factory-painted white for lem. Look over the chart at the left) and 
high light reflection. Easily cleaned. Can youre bound to find a Gold Bond product 


be redecorated by painting with brush or that will give vou the sound-absorbing qual 





spray-gun ities and the finish vou need. And better vet 


vou Tl find one that will fit vour budget! 





Phen. to be sure the job is correethy in- 
Low-cost wood fibre tile. Perforated. stalled according to factors specifications. 
Round, smooth holes are drilled ... not call vaur focal Kala Bond! Mownatecal Appli- 
punched. Mould and fungus-proof. Sani- eator. He's in the phone directory under 
tary, easy to keep clean. Beveled edges “Acoustical Applicators . At no obligation 
only. Factory painted shell white. Can be he'll be vlad to give vou « xpert advice and 
redecorated by spray or brush painting. a free cost estimate. [none is listed in vour 


directory. or vou wish additional informa 





tion, write Dept. T-910, 


Made from selected ‘live’ wood fibres. NATIONAL GYPSUM COMPANY 
High sound absorption at low cost. Beauti 

ful brushed-texture surface can be cleaned BUFFALO 2,N. Y. 

with vacuum cleaner. Prepainted natural 


white. May be redecorated by spray 


painting fs 
You'll build or 


remodel better with 


A sprayed mineral wool product especi- 
ally adaptable for irregular surfaces. old Bond 
May be applied in any desired thickness. 


Affords high sound-absorption and ther- 








mal insulation. Completely fireproof. Rot 


proof. Permanent. Egg-shell white. May 
ACOUSTICAL PRODUCTS 





be redecorated by spray-painting 

















NEWS... 


Need 6000 Occupational nclude the therapists needed to expand Rusk continued 


existing services. In psychiatric hospi- schools tor therapists are reporting stu 


Therapists, Dr. Rusk Says a 


ls alone, it is estimated, 12,000 occu- dent vacancies. In 


© presently approved 


»5 schools accredited 

New YoOrK Public an wrivate pational therapists would be needed if by the American Medical Association's 
hospitals and agencies idequate treatment were to be given to Council on Medical Education and Hos 
indicapped yu 1 in additi ll mentally ill patients. A similarly pitals, the article said, only 1700 stu 
large number would probably be needed dents are now enrolled while the schools 


6000 occupa g 


ird A. Rusk, chief the Division of for adequate expansion of services to have a total capacity of 2300 students 
Rehabilitation at the York i- physically disabled and handicapped per Salaries rang: 


€ Me lical Center sons, Doctor Rusk said t year for staff ipl Dr Rusk 


S2000 to S4000 


versity-Bellev 
said in the New York T7? last it In spite of the need for trained occ said, while salaries i occupational 
t 1 the Veterans Administra 


This estimate is based on present needs pational therapists to staff services now therapists i 
nly. Doctor Rusk said, and dos wor one 1g additional personnel, Doctor ton range up to $5200 a year for super 
visory positions With the opening of 


several thousand new hospital beds anti 





cipated in ¢ ear future he con 


-% 
cluded, “thi rage will become even 


Your “Shortest Cut” est 
to the Finest Laboratory Brookings Institution Starts 


Survey of Medical Care 


a . 
without wasting a Dollar goon sees are BREEN 
aan & tive study of medical facilities and serv 


es available to the American people 
——*) Ices poo} 
= | ss 8 


has been undertaken by the Brookings 
] 


Send for the New aie aa si -eayeseenee 


Keuaune’ 4 


gastiti casenett KEWAUNEE BOOK S a : ir ti — 


— of 
Hospital Casework & 
on Laboratory Furniture 
i first phase 


Includes typical floor plans would to d er the availabili 
1 he United States 


\ 


and elevation drawings 
1 Few of the Many comprehensive 
Kewaunee Installations See what Kewaunee'’s method of mass 
St. Mary's Hospital, production and matched-unit assembly plan has 
Rochester, Minn 
Wesley Memorial Hospital to offer you. See how by reducing engineering 
Chicago, 1 and installation time we give you true economy 
Presbyterian Hospital, Chicago, WI 
City Hospital, Baltimore, Maryland 
Eye, Ear, Nose & Throat Hospital, Fora laboratory of streamlined beauty, 
New Orteans, La 
Mobile Hospital, Mobile, Ala 
Naval Medical Center equip with 
Bethesda. Maryland 
Veterans Hospital, 
Fort Hamilton, New York k 
Qreschvier Vistek Kewaunee Casework and 
White Sulphur Springs, W. Va e 
Mercy Hospital, Jackson, Michigan Laboratory Furniture 
Hahnemann Hospital, 
Philadelphia, Pa Wr J \ } } 
waunee Catalog of Hospital 
Flew Memerial Hospital, tte for the eu Kewaunee stalog of osf 
Denton, Texas 
Kings Daughter's Hospital, 
Staunton, Va. . . . “al - -_ 
Marion County Hospital The services of Kewaunee Laboratory engineers 
Columbia, Miss are available to you without cost or obligation 
Divine Providence Hospital 
Williamsport, Pa 
Hospital of St. Raphael, 
New Haven, Conn 
St. Albans Naval Hospital, Support Bond Issue 
St. Albans, New York { 
Northern Indiana Hospital New YORK A statewide commit 
Westville, Indiana C. G. Campbell, President 
St. Joseph's Hospital, 5023 S. Center St. Adrian, Michigan 
Menominee, Mich Q.000,000 bor 
West Tennessee T. B. Hospital . 
Memphis, Tenn 


without any sacrifice of quality 


time-saving conveniences, and lasting service, 


Casework and Laboratory Furniture 


has been formed to. support 


Representatives in Principal Cities ; 
renova 





nn 
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LIVOEY 


INFANT INCUBATOR 


In the womb an infant is provided 

with a constant temperature and suffi- 
cient moisture, The Livsey Incubator con- 
tinues this perfect regulation through 
Automatic Radiant Heating, an exclu- 
sive feature, which insures a uniform 
temperature and proper humidity. The 
Livsey Incubator also provides attach- 
ments for supplying oxygen, and 
contains compartments for warming 
apparel and for medication. 
For literature and details of special offer 
write to: The Livsey Equipment Co. 
Dept. 11, 18938 Winslow Road, Cleveland 
22, Ohio. 











NEWS... 


Edward M. Bernecker Bids on Nurses’ Home 
n at Lowell Hospital 


Are Under Estimate 
LOWELI MASS Bids 


month for a 


mmissioner wl 


pitar ¢ —— 
rator tf the New ¥ 
were taken 


re last new nurses’ home 


be construct ic the Lowell General 
pencer, administrator 
interesting feat 
it the low bid 
10,000 under the 

$784.000 tor the 


bid 


1LAinsl 


1d The low 


tbic foot as 


CONCEALED 


OVERHEAD 
DOOR CHECKS 


Especially Compact for 
NARROW 


Headframes and 


RIXSO 


Transom Bars 


... Metal or Wood 











220 concealed 


No 


single-acting overhead door 


Rixson 


checks—for interior, vestibule 


or entrance doors—are par- 


ticularly desirable when small 


space isa factor. These sturdy, 
reliable units are only 2% 


wide x 2% high and 17 


long. Checking action ts con 
trolled by two valves—for closing and latch 
control. When door is closed, no parts of the 
plate, check or arm are visible. Roller bear 


ings throughout. Spring control easily ad 


justable. Hold-open feature available. Spe 





cific literature and specifications will be fur- 


nished on request 





kasd 
y 


-_ 


“ 


uitable 








tsk 














Rixson Company 
Telephone Mansfield 6-5050 


Oscar C. 
4450 Carroll Avenue Chicago 24, Illinois 
Established 1900 


SALES REPRESENTATIVES 
ATLANTA—Walter S. Johnson, 917 St. Charles Ave. PHILADELPHIA—G. Norris Williams, 211 Greenwood 
Tel. Vernon 4725 Ave., Wyncote, Pa., Tel. Ogontz 1929 
CANADA—The Richards- Wilcox Canadian Co., Utd PORTLAND, ORE.—W_N. Browning, 529 Henry Bidg., 
London, Ont., Tel. Fairmont 2800 Tel. Atwater 5839 
LOS ANGELES—George E. Tupper, 1010 W. Olympic SEATTLE—E. R. Spragg, 4012 East 38th St, Tel 
lvd., Tel. Prospect 0924 Kenwood 7605 
WASHINGTON, D0. C.—t. J. Fait, 2068 14th St. N. 
Tel. Chestnut 6262 


MacKenzie 7 Reade St 
7-685 2 Arlington, Vo 


Fred G 
el. Barclay 


NEW YORK 


ill contain class 
lemonstration units, 
is in addition 
ipproximately 

was explained 


Is expected to be ready for occupancy 
| } ( ) 
tor terit lass in September | ) 


Mr. Spencer 


the en 


Marine Hospital at 

Buffalo, N.Y., Will Close 
WASHINGTON, D«< 

farine Hospital 


Urges Change in Provision 
of Veterans’ Medical Care 
New YORK I 
f M 
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Now you can use 
Pittsburgh 


COLOR DYNAMICS 


to improve efforts 
of medical and 
nursing staffs! 


S 


‘ 


ee a ee ee 


We'll gladly submit a COLOR DYNAMICS 


Survey of your hospital .. . Free and without obligation! 


ITTSBURGH COLOR DYNAMICS 
P:. much more than a system of 
painting. It takes into consideration 
many factors upon which an accurate 


color plan must be based. 


We'll be glad to make a scéentific 
color engineering study of your hos- 
pital on request—free and without 


obligation on your part. 


In many hospitals and sanatoriums 
Pittsburgh COLOR DYNAMICS has 
transformed drab and uninviting in- 
stitutions into charming and attractive 
establishments. Patients have made 
speedier recoveries and medical and 
nursing staffs have done their work 
a great deal more efficiently and 


pleasantly. 


Working with medical men and psy- 
chologists, Pittsburgh's color experts 


and technicians have based this new 


Pi 


PAINTS 


painting method upon the reactions 
of human beings to color. 

By the use of COLOR DYNAMICS, 
patients’ rooms and wards have been 
given color arrangements that assist 
convalescence. Similar purposeful 
use of color in Operating rooms re- 
lieves evye-tatigue and tension of sur- 
geons. Graduated steps of receding 
tones lessen the feeling of claustro- 
phobia in labor rooms. Proper colors 
at nurses’ stations promote alertness 
and efficiency. 

No hospital need seem bleak or cold 
whe nitcan be transformed SO simply 
and easily into a friendly place which 
inspires trust and confidence. 

You can apply these principles of the 
energy in color to your hospital with 
scientific accuracy. How to do this is 
fully explained in a profusely illus- 
trated booklet. Send this coupon for 


your free copy today. 


There’s a Pittsburgh Paint 
For Every Painting Need 


WALLHIDE— PBX, extra-durable; SEMI-GLOSS, for 
higher sheen; FLAT, for velvet-like finish; GLOSS, 


for severe service and frequent cleaning. 


LAVAX PBX ENAMEL — durable finish for interior 
use. Dries quickly to an eggshell finish that elimi- 
nates glare. For wood, metal or other surfaces 


FLORHIDE—for floor surfaces; can be scrubbed 


repeatedly with soap solutions 


Pittsburgh Plate Glass Co., Paint Div 
Dept. MH-109, Pittsburgh 22, Pa 


CT Please send me a FREE copy of your 
new revised and enlarged Booklet, “Color 
Dynamics.” 


Lj Please have your representative call 
tor a Color Dynamics Survey of our prop 
erties without obligation on our part 


FREE BOOKLET! > 


S2URGH PA \T 


GLASS + CHEMICALS ° 


oS Be SS 


BRUSHES 


* PLASTICS 








ANOTHER ILLUSTRATION OF 


Proper Planning To Solve Elevator Problems 
FOR YEARS TO COME 





Pittsburgh's 
WEST PENN 
HOSPITAL 
Relies on 
WESTINGHOUSE 
ELEVATORS 











Here's another example ot how management's 
foresight and planning ind Westinghouse ex- 
perience and know-how have worked together 
to give Lhe West Penn Hospital the finest 


vertical transportation system possible 


An elevator system that not only meets all 
the requirements of today, but auticipates the 


trathe demands ot tomorrow. 
It vou are thinking of investing in elevators 


tor a new hospital or modernizing an existing 


a4 Traits 
om dad fad 
4 dad sad 


system, come to Westinghouse. The Westing- 


house vertical transportation experts will help 
vou plan the most efficient and economical in- 
stallation possible for your particular needs— 


loday and tomorrou 


Call a Westinghouse specialist now or send 
for the booklet “Hospital Highways” as the 


toward safeguarding your 


preliminary step 


elevator investment. Westinghouse Electric 


Corporation, Elevator Division, Jersey City, N-] 


you CAN BE SURE...1F ITS 


Westi nghouse 





SUGGS CLINIC, Ada, Okla. This pack tray is subject 
to extreme changes in temperature. But it will never 
craze—it's Duraclay! 


no matter where you look 
... Nothing else like 


Look where you will—in leading hospitals across the 
country—you'll see Duraclay on the job. Because no 
matter where you look, there's nothing else like it—no 


other material has the qualities of Duraclay. 


Unlike other materials, Duraclay is completely im- 
mune to thermal shock . . . stands up to scalding water 
one minute, ice water the next. Strong acids don’t stain 
it... abrasion doesn't harm it ... it shows no craz 


despite years of tough usage. 


This wonder material is available from Crane in a 
complete line of hospital sinks and baths. See them all 
in your free copy of the Crane Hospital Catalog. And 
be sure to check your building or modernization plans 
with your Crane Branch, Crane Wholesaler, or Local 


Plumbing Contractor. 


GARDEN GROVE SANATORIUM, California. 1 

Sitz Bath of Crane Duraclay. Crane also sup- 
OREGON STATE HOSPITAL, Salem, plies such non-Duraclay items as the Herba- 
Ore. A Duraclay Patients’ Bath, as Therapy bath at right ... conventional fix- 
good today as the day tt was installed. tures for nurses’ quarters, patients’ rooms, et« 
Just one of man) baths available in and all the specialized plumbing equipment 
that hospital service demands 


6 ) 


Duraclay 


ST. JOSEPH RIVERSIDE HOSPITAL, Warren, 
Ohio. Absolute cleanliness is a must on these 
surgeons’ wash-up sinks. No fear — they're 
Duraclay—once over with a damp cloth, and 
how they sparkle! 





*K 


exceeds the rigid tests for earthenware (vitre- 

ous glazed) established in Simplified Practice 
Recommendation R-106-41 of The National oF 
Bureau of Standards 2 


CRANE CO... GENERAL OFFICES 
836 S. MICHIGAN AVE., CHICAGO 5 


PLUMBING AND HEATING 
VALVES = FITTICGS © FIFE 
NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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For smoother, 
more efficient 
hospital operation 


.. + Stanley Magic Doors 


Stanley Magic Doors meet a On ambulance, nurs- 
real need in the modern, well- ery, delivery room and operating 
equipped hospital. Operated by room doors, cafeteria doors and 
a photo-electric “eye”, Magic main entrances, Stanley Magic 
Doors open automatically on Doors have added greater con- 
approach, stay open ‘till the pas- venience and efficiency in leading 
sage is clear, then close quickly hospitals all over the country! If 








corridor, 


and silently 
Think what a help that is to 
patients on crutches or in wheel 


you have not already done so, it 
will pay you to get full informa- 
tion on Stanley Magic Doors 


NEWS... 


Seminar on Hospital 
Planning to Be Held 
in Boston, December 2, 3 


BOSTON { seminar on hospital plan 
ning will be held here December 2 and 


j 


under the sponsorship of six New 


England chapters of the American Inst 


tute of Architects, Sherman Morss of 


a member of the 


innounced — last 


Beverly Farms, Mass 
seminar COMMITEE 
i similar regional sem 
South last spring, che 
Boston conference will bring together 
tal architects, engineers, consultants 
ninistrators, trustees, staff members 
Ith officials for lectures 
issions and round table conferences 
on every aspect of hospital planning, the 
nnouncemMent said 
Special subjects scheduled tor discus 


} 


lud duties and limitations 


nciude the 
consultants, interrela 
tal departments the 
{ 


hanical plant and asep 


flexibility and expans! 


Plan Institutes for 
Catholic Nurse Educators 
St. Louis ath nurse educators 
eries of regional 
d by the Con 
ols of Nursing 
Novem 


Was announced at 


October 


quarters here last month 
numerous 


Catholic schools for 


response wt 


their educational pro 
re designed tO as 
naking their 

as well as better 


Was cx 


Fill out and mail this 
coupon today. 


chairs—to hospital personnel now 


carrying 


[STANLEY ] 7c Magee Door 


eg. U. S. Pat. Off , 
itholic nursing educa 


1 —— HARDWARE * HAND TOOLS ® ELECTRIC TOOLS * STEEL STRAPPING ~~~“ 2 a : ; é' 
{ i t nstituces Will Cake place in tne 
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How to Ratse 1% Million Dollars 


In a Hospital Campaign _— 








If vou'd like to know how to raise 








114 million dollars or any other 





reasonable objective for your hos- 








pital, we suggest that vou talk to 


people who have demonstrated how 





a hospital campaign should be 


managed, 


he citizens of Stamford. Conn.. 
for example, wanted to raise 
S1.500.000 for a new wing and mod- 


ernization of The Stamford Hospital. 


First they obtained competent. 
experienced professional direction by 


retaining Ketehum, Ine. 


PHEN L112 OF THEM WENT 
ro WORK AND RAISED 
$2.030.800-- MORE THAN HAL! 
\ VILLION DOLLARS OVER 


> ' 
rill IR GOAL! Well Done! One of the major reasons for success in’ The 
Stamford Hospital campaign was the vigorous leadership 
of top executives like industrialist Walter H. Wheeler, Jr. 
standing success were veneral chairman, and banker Harold b. Rider. assoctat 
© chairman of the memorial tributes division, photographed at 


the Victory Dinner 


Newsworthy items in’ this out- 


@ One of the most impressive totals of memorial tributes in’ the 


history of hospital campaigning. 
@ \ high average contribution by industrial employees. 


@ Heart-warming participation by major corporations. almost all 
of which contributed at the lop level suggested 
@ Strong support from residents of surrounding communities served 


by The Stamford Hospital. 











Whs did The Stamford Hospital 


Campaign ¢ limb so far over the goal?’ 


A chief reason was the extraordinary Kelchwmn Puc 
” , e& 7 


quality and zeal of the volunteer 
leadership by business executives, CAMPAIGN DIRECTION 

Another reason Was the well-planned CHAMBER OF COMMERCE BUILDING, PITTSBURGH 19, P4 
S00 FIFTH AVENUE, NEW YORK IS. N.Y 


publicity program initiated prior te 
Carcro,n G. Keroeuum Norwan MaclLeop MeCrean Work 


»campaigen and intensified during 
the « ms i ; ari - President bLexvecutive Vice President lice President 


the fund-raising effort. Member American Association of Fund Raising Counsel 


\ third reason for this success was 


woie O10r 01h Year i919 





the skilled direction of the campaign 
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Passavant Nursing School 

Opens With 51 Students 

CHICACO The n Ward TI 
Men 


ncement 
Passavant Hospi 


tilized for 


OR x 


Prevent dangerous errors in blood typing 


BROWN Eliminates errors in blood grouping, Rh typing, Rh sensitivity 
testing and cross matching for transfusion by combining the 


BLOOD latest approved technics into a simplified, organized pro 


In emergency, permits accurate determinations by 


cedure 
BOA R D doctors or technicians not normally responsible for such testing 


Brown Blood Board, 


2800 


SYO.00 


(2801 


Kr 


CLaAY-ADAMS COMPANY, INC. 
Les 14) EAST 25th STREET NEW YORK 10 


208 West Wesblagtes Street, CHICAGO B, ILL 





Showrooms also of 








Johns Hopkins Hospital School ot Nurs 
| il ‘ree trom the Uni 
m and an M.A. de 
University. Anni 
ot the Passa 
graduate of the 
Hospital School 
BS. degree trom 

Unive 
Protessors tl cult ot North 
will conduct the 
Doc 


Passavant 


western Med 
students 
n 


lry members of 


Hospital for Children 
to Be Built at Corpus Christi 


CORPUS CHRISTI, TEX.—Plans tor 


fi 


penefnet 
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TRAY TRUCKS and 
WHEEL STRETCHERS 


Now Stainless Steel for Sanitation, Durability and Appearance 


SANITARY-—easy to clean—no cracks or crevices to invite bacteria. 
DURABLE —life-time finish, sturdy welded construction, rugged wheels and casters. 


MIRROR BRIGHT —cheerful, rust-proof stainless steel. 


And their performance is what you'd expect—smooth, quiet, effortless on load-floating 
COLSON wheels and casters. 








Model 6872x22 
Stainless Steel Stretcher 


Chassis, litter and bed all stainless steel. Joints 
are welded, ground smooth and polished. 
Load-floating COLSON casters assure quiet 
easy operation. Swivel caster forks are tough 
nalleable castings; caster wheels are double 
steel disc type—with replaceable rubber tires. 
This deluxe wheel stretcher is one of over 40 


different COLSON models. 





Mode! 10—6332 
Stainless Steel Tray Truck 


+ 


} 
tainless st 





liameters eel tubing. 


nd smooth and polished— 








ick for extra strength. Heavy-duty 


bumper protects truck, other equipment and 








walls. Swivel type ball-bearing casters with cushion- 





rubber tires float heavy loads quietly — effortlessly 





- 
this deluxe tray truck is one of over 30 dillerent 


COLSON models 


catalog H-9 for details on the complete line of COLSON wheel equipment for hospital use, 
or consult the yellow pages of your phone book for the local COLSON office 
a a 


Write for 








ELYRIA, OHIO 
CASTERS + INDUSTRIAL TRUCKS AND PLATFORMS «+ LIFT JACK SYSTEMS + BICYCLES + CHILDREN’S VEHICLES 
WHEEL CHAIRS + WHEEL STRETCHERS + INHALATORS + TRAY TRUCKS + DISH TRUCKS + INSTRUMENT TABLES 











INVESTIGATE the ADVANTAGES 
of a CENTRAL SERVICE ROOM 





A Central Supply 
Service offers 


SAFETY... 
CONVENIENCE, 
and ECONOMY 


SAFETY IS INCREASED: through uniformly simple procedures, proper 
sterilization of all supplies and equipment is assured under com- 


pete nt supe ryvision., 


CONVENIENCE FOLLOWS: floors are relieved of all sterilization work; 
equipment and supplies are kept ready for instant use in any part 
of the hospital. 


ECONOMY RESULTS: much less equipment is needed because of cen- 
tralization; inventories can be kept more easily; service work is 
done more efficiently. 

Castle engineers do continuous research on the problems pre- 
sented by all sterilization services in the hospital. They are glad 
to consult with you on your particular requirements . . . to show 
you, without charge or obligation, where and how to locate and 


equip your sterilizing facilities for efficient use. 


WRITE: W ilmort Castle Co.,1175 University Ave., Rochester 7,N.Y 


CL. Uy, LIGHTS AND 
STERILIZERS 





NEWS... 


yutdoor = playground, untraversed — by 
roads or other obstacles idjoins the con 


valescent units 


Felix Lamela Heads 
Pan American Bureau 
Hospital Section 

WASHINGTON, D&« A hospital 
section has been established by the Pan 
American Sanitary Bureau to deal with 
problems of hospital construction and 
administration, it was announced here 
last month. Felix Lamela was appointed 
chiet of the ne ction, with offices at 
the b rea ne 

The immediate program of 
includes organization of the Third Inter 
American Institute for Hospital Admin 
istrators, which will be held tn Rio de 
Janeiro, Brazil, in April of 
innouncement said. The Brazil 
ernment, through its Ministry 
tion and Public Health 
ted $15.000 as a ver 
cover the cost of of 
intensive academ 
hospital administrator 

The new 
ganized as 
ot tl participating governments 
will offer consultations concerning prob 
lems of surveying, planning, equipping 


nd modern method iministratu 


Pathologists Will Discuss 

Hospital Contract Relations 
CHICAGO Contract rel tionships be 

tween hospital id pathologists wi 


subject of 


G. Westmorel 
announce 


interest 


ng, contractin 

rn laboratories 

on, Dr. Westmoreland 
nts in the round tables 
es A. Hamilton, pri 

| iministrati t 

of Minnesota 

president 


Universit 








A SINGLE PAPER COVER \& 
WITH 8 PRACTICAL USES! (~° 


CUTS LAUNDRY COSTS 8 WAYS A 


| 


lh | 





@) NEW A.S.R. SANITARY UTILITY PROTECTOR 
is a sturdy paper Bedpan Cover! 


nid 


m AY 


(2) A URINAL COvER! 


QS. 


oe 





(7) AN ENEMA TRAY ~ 


A GLOVE CASE FOR AUTOCLAVING! , 
® - . COVER and Bed Protector! 


(@) A DRAINAGE BOTTLE COVER 
FOR BEDSIDE USE! Permits easy in- 
spection by doctors 


A BEDSIDE NURSING 
BAG! Holds several 
pounds 





A DOUCHE TRAY COVER! 


ASR. 


Accepted and used by leading hospitals from coast to coast. 





PRICE LIST 
Quantity Cost 
One to four thousand $13.00 per thousand 
Five to nine thousand $11.70 per thousand 
Ten thousand and over 310.40 per thousand 
Shipments of 10,000 or over — prepaid 


For more details on above uses—write UTILITY PROTECTOR 


HOSPITAL DIVISION... AMERICAN SAFETY RAZOR CORPORATION, BROOKLYN 1,NEW YORK ane ene 






































NEWS... 


Name Six V.A. Area where medical activities previously had 
Medical Directors been under the direction of branch 
WASHINGTON. D< eee ae lical directors. The supervisory func 


| 


ar ta ons of the former branch office med 
n appt ntea Dy 


ceatnee 3 ul staffs now are centered in the office 
ief medical director in Wash 


medical directors are: Dr 

pervise me and Brewer, Atlanta, Ga.; Dr 
Washington rancis B. Carroll, Boston; Dr. Einar 
idreassen, Fort Snelling, Minn.; Dr 

Charles H. Beasley, St. Louis; Dr. Cyril 


} 


H. C. Francis, San Francisco, and Dr 





\. 


[IS THIS A GOOD TIME 
LO RAISE FUNDS? 


Many hospital admini-trators and Boards of Trustees are expres-ing 
concern these davs when the subject of raising money trom the public I- 
before them They honestly wonder whether economic conditions warrant 


m appeal to the publie at this time 


The answer is that the American economy is basically healthy. It is a 
far more prosperous economy than that of the period when many of our 
voluntary hospitals were established and constructed with the gifts of the 
public. There always will be gloomy men who predict disaster at news 
that the price of butter has fallen two cent-. But America did not grow 
because of the predictions or the efforts of such men. America’s volun 
tary hospitals were not built with the gift. of such men 


America and it ils were built by men who had courage and faith 
ind the will to g orward America is today the greatest nation in the 
world beeause the masses of her people were men of faith and courage 
ind generosity It is to them that voluntary hospitals always have looked 
for support and it is to them we in ok today 

We reeently conducted a campaign 100.000 in the Lawrence 
Massachusetts. area The total rai-ed was sO000 There were 22.000 
men out of work in the area during the campaign Campaigns under our 
direction have reflected no more reluctance to give in the past few months 
than normally is expected. Success ix dependent far more on the need for the 
hospital's serviees and its relation- with the community than on the minor 
fluctuations our economy has experienced recently. Success is dependent 
far more on the competence ot the ¢ impaign Directors than on the gloomy 


predictions of pessimist 

Is this a good time to raise tund- It most certainly is TF vou have a 
real and demon-trable need tor the funds. if vou will work diligently for 
ur eause and if you will obtain competent campaign direction. Such 
mpaign direction is provided by this firm Why not investigate our 
services today 

An illustrated brochure Fund Raising.” is available without obligation 


request to Department F-10 


B. H: Lawson Associates 


INCORPORATED 





107 Sunrise Highwa Rockville Centre. New York 








Delmar Goode, stationed at central ofhce 


in Washington 


Sulfathiazole Removed 
From N.N.R.—A.M.A. 


CHICAGO The American Medical 
Association’s council on pharmacy and 
chemistry has withdrawn acceptance of 
sulfathiazole and sulfathiazole sodium, 
an announcement in the A.M.A. Journal 
stated last month. The council action 
was based on the fact that approximately 
18 per cent of patients who receive 
sulfathiazole develop untoward reac 
tions, such as fever, rash, acute leukemia 
leukopenia and other manifestations of 

it was explained 

r question of the need for con 
acceptance of sulfathiazole was 

raised in view of the fact that less toxic 
sulfonamide drugs, and penicillin and 
streptomys a available rhe 
Journal stated n conformance with 
its policy o thdrawing acceptance of 
toxic dru en a less toxic but equal 
ly effective agent becomes available, the 
council voted to omit sulfathiazole and 
| im from. the 949 


ind Nonofticial Rem 


Was explaine 1, there 
of sulfonamide 


thiazole or sul 


The council decide 
nvolved risk of 


rh 


to omit « if 


ind therefore d 


Two-Way Radio for 
Ambulances 

New York.— Installation of two-way 
radio Communication for city ambu 
lances was announced here last montl 
by Dr. Marcus D. Kogel, commissioner 
t hospitals 

Dr. Kogel said the radio system would 
be operated on an experimental basis 


n some tne It emergency am 


it reducing 


lice department 


stem, Dr. Kovel 
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"Wonderful care, Beautiful FLOWERS 
...} never had it so good!” 


It’s true, fine nursing and friendly FLOWERS bring 


much cheer and comfort to a convalescent man. 


Only Minimum Handling Necessary 


Most F.T.D. members deliver hospital 
Send Flowers ° : 
Worldwide ™ FLOWERS in vase containers filled with long- 


lasting, chemically treated water. 


FLORISTS’ TELEGRAPH DELIVERY ASSOCIATION, 149 Michigan Avenue, Detroit 26, Michigan 
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How SPEED helps a hospital help you NEWS... 





COMING MEETINGS 


AMERICAN COLLEGE OF SURGEONS, Clinica 
Congress and Hospital Standardization Confer 
ence, Stevens Hotel, Chicago, Oct. 17-21 
SSOCIATION OF CALIFORNIA HOSPITALS 
Recreation Center, Santa Barbara, Nov. !7, 18 
FLORIDA HOSPITAL ASSOCIATION, Wyoming 
Hotei, Orlando, Nov. 28, 29 
ILLINOIS HOSPITAL ASSOCIATION, Springfieid 
Nov. 30-Dec. 2 
KANSAS HOSPITAL ASSOCIATION, Jayhawk and 
Kansas Hotels, Topeka, Nov. | i 
MARYLAND.DISTRICT OF COLUMBIA-DELAWARE 
HOSPITAL ASSOCIATION, duPont Hotel, Wil 
mington, Del., Nov. 14-15 
MICHIGAN HOSPITAL ASSOCIATION, Pantlind 
Hotel, Grand Rapids, Nov. 6-8 
MISSISSIPPI HOSP TAL ASSOCIATION, Buena 
Vista Hotel, Oct. 20 
NATIONAL SAFETY CONGRESS AND EXPOS! 
TION, Oct. 24-28, Chicago 
: ° OCIET SR CRIPPL 
Vital drugs often come from scattered sources. And they must be fresh en telecine Bonny eee page ae 
Hospitals solve this problem and give you better service with the speed of Air City, Nov. 7-9 
Express. For example: 5-lb. drug carton picked up at 3:30 P.M. 700 miles aw: ty, 


delivered to hospital 9:20 p.m. same day. This speed saved a life—cost only $1.6: NEBRASKA ne ee Renee, Taaton: Pia 


Omaha, Nov. 17 


¥ OKLAHOMA STATE HOSPITAL ASSOCIATION 
Hotel Tulsa, Tulsa, Nov. 17, 18 


ONTARIO H¢ ASSOCIATION. Royal York 
Hotel. Toron Oct. 31-Nov. 2 


SOUTHEASTERN SOCIETY OF HOSPITAL PHAR 
MACISTS. New “os leans. Oct. 15. 1 


1950 


AMERICAN HOSPITAL ASSOCIATION, Mid-Year 
Conference of Presidents and Secretaries, Drake 
Hotel, Chicago, Feb. 10 

ASSOCIATION OF WESTERN HOSPITALS, Olym 


pic Hotel. Seattle, April 24-27 


BOARD OF METHODIST HOSPITALS AND 
HOMES, Congress Hotel, Chicago, March |, 2 


Only $1.63—and door-to-door service Air Express goes on every flight of OWA HOSPITAL ASSOCIATION, Hote! Savery 
: : , Moine Apr 
included at no extra cost! Speedy pick- Scheduled Airlines. No waiting; = salle 
up and delivery, plus Airline speed, coast -to-coast shipment overnight MIDDLE ic OSPITAL ASSEMBLY, Me 
make low-cost Air Express the world’s Direct service to over 1000 airport cities, morial A 4 nvention Hall, Buffale 
Ma 
fastest shipping service iir-rail for 22,000 off-airline offices N.Y. May 
MID-WEST HOSPITAL ASSOCIATION, Municipa 
Auditorium, Kansas City, April 12-14 


FACTS on low Air Express rates 


19 lbs replacement parts goes 1200 miles for $7.00. 
10 Ibs. of fresh-cut flowers goes 600 miles for $2.24 OHIO HOSPITAL ASSOCIATION, Ne 
Columbus, March 22-24 


NEW ENGLAND HOSPITAL ASSEMBLY, Hote 
Statle Boston. March 27-29 


Every kind of business finds Air Express pays 
~ Oo r 
Only Air Snprese gives a all enaee a emp oemen Special pick-up and ee HOSPITAL CONFERENCE, Ap 
delivery 1 y et ‘ ¢ shipment and delivery , 
is proved by signature of consignee Gua carrier responsibility Assured TEXAS HOSPITAL ASSOCIATION 
protection, to valuation coverage up to $50 without extra charge Hotel. Galveston. March 7-9 
Practically no limitation on size or weight For fast shipping action, 
phone Air Express Division, Railway Express Agency. And specify 
‘Air Express delivery’’ on orders 


Starts Nurses’ Residence 
SPECUY Y/ E { HICAGO Construction was unde 
taken last month on a new. six-story 


GETS THERE A1RST——___—_—_- nursing residence at the Oak Forest In 
firmary which is part of the Cook County 





Hospital system. William N. Erickson 
president of the Cook County Board 


nmissioner Wa } i tl spe 


AIR EXPRESS, A SERVICE OF RAILWAY EXPRESS AGENCY AND THE 
scHEDULED AIRLINES oF THE U.s. 
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as one “specialist” to another... 


We've always admired the modern hospital's 
constant efforts to improve its curative, healing 
and preventive techniques. Old methods are 
scrapped as soon as better ones are discovered 


... you never rest on your laurels. 


“How can we make it better?” has been the guid- 
ing principle, too, with the makers of Ivory Soap 
for the past 70 years. And today’s Ivory is evi- 
dence of the worthwhile results of this constant 


search for improvement. 


IVORY SOAP... 


9944 590% Pure 








IT FLOATS \ 


Ivory’s high standard of purity and mildness re- 
mains unchallenged—today as in the past years. 
But today’s Ivory is actually a finer Ivory in 


several ways. 


Today's Ivory lathers up in one-third less time — 
even in hard water. It produces more lather with 
no more effort ...a longer lasting lather. Finally, 
today’s Ivory is handsomer than ever and easier 


to handle. 


As one specialist to another, we believe that Ivory 


is indicated for your hospital. 


nanan ProclertLantle 
1VORY 


Pure, mild, rich lathering Ivory 
Soap is available for hospital use 
in the popular unwrapped 3 





ounce size, as well as in smaller 
sizes, wrapped or unwrapped 
Today's Ivory is finer than ever 

richer lathering, handsomer, 


easier to handle. 


MORE DOCTORS ADVISE IVORY SOAP THAN ALL OTHER BRANDS TOGETHER 


1S! 








NEWS... 


New York Council 
Analyzes Hospital Staff 
Appointments of Negroes 
NEw a According to a study 
made by the Hospital Council of Greater 
New York there were 225 
Negro 
in New 


ri 


licensed 
d to practice 
1948. Ot 


physicians registere 
York City on Jan. 1 
is group, constituting 1.4 per cent of 
were male 
female The 
Negro physi 

} 


in commented 


ull physicians in the city, 207 


ans and 18 were 


last month, “is not confined to a single 
area 
The 


staff appointments ot Negro physicians 


council's analysis of the hospital 


showed that 170, or 75.6 per cent, of the 


Negro physicians had least one hos 


pital as compared with 
69.9 per cent for all physicians 
Negro doctors held 258 


distributed among 32 


appointment 
These 
appointments 
hospitals in this 
17 , eight municipal and 
Of the total appoint 
hospitals, 


city voluntary 


seven proprietary 
voluntary 


ments, >Y were in 


Proved in use as the most efficient and 
economical method for oxygen therapy. 
Available for planned or existing hospitals. 
The Puritan Engineering Department stands 
ready to assist you - write to us regarding 
your specific requirements. 


MODERN 
METHOD 
FOR 
OXYGEN 
THERAPY 


CENTRAL SUPPLY SYSTEM 


a oan OXYGEN THERAPY 





ur 
ITan Compressen > Gas Corporation 


ee 


rowed d fo 
new 


circular 


ir copy of 


describing PURITAN 


us 
} al Supply Systems and equipment 


uritan Compresseo Gas Corporation 


CITIES 


PURITAN DEALERS 


BALTIMORE 
DETROIT NEW YORK 


thet R« 


IN MOST 


ATLANTA BOSTON CHICAGO CINCINNATI 
ST. LOUIS ST. PAUL KANSAS CITY 


PRINCIPAL 
DALLAS 


127 in municipal hospitals, and 
proprietary hospitals 

The practical solution to the prob 
lem of hospital staff appointments for 
the Negro doctors is not to be found in 
the concentration of opportunities in one 
or two hospitals, but rather in the wid 

possible distribution of these oppor- 
tunities in hospitals throughout the city,” 
the bulletin stated. “The fact that there 
more hospitals in this city 
appointments 


are many 
which could extend staff 

Negro physicians offers an excellent 
The 
thought has been expressed by some 
that 


opportunity to attain this solution 


hos- 


for 


and others separate 


Negroes 
pital facilities should be 


From 


provided 


Negro physicians many stand- 


points this concept does not appear to 


be feasible.” 


Pointing out the importance of im- 


proved educational background and 


training of the physician, the study 


showed that a high percentage of young- 
er Negro physicians have hospital ap- 
Almost 94 


nder 40 


pointments cent of all 
Negro 
age have some type of hospital appoint 
th t 1. “Only 70.7 per 


ne repor Sale 
Same age 


per 


physicians years of 


ment 
ins in the 


cent of all physici 
ilar appointments. It 


of 50 


group enjoy sin 


is only the age 


that Neg 


aAppe intment ire 


gr JUPS 


among 


years and over rroes with hos 


pital proportionately 
fewer than in tl rroup as a whole 
drawn that 
hospital staff oppor for Negro 
New York ity are greater 
those for ill 
That this 


detailed 


The conclu oO night be 
tunities 
doctors in 
Is not 
from more 
nalyses appoint 
ments showed that | ) ? per cent, 

had _ staff 


of the Negr 


ippointme nts whic 


shysicians 
permitted them to 
The 


ill physicians with 


care tor their own private patients 
comparable figure for 
this privilege was | per cent 
A striking contrast bulle 

etween Negro physi 
ind all « 


is the itu their 


EXISTS, 
tin pointed out 


loctors. insofar 


cians aS a Proup 


hospital connec 
tions concerns private patient privileges 

these privileges, 54.8 
Negr had 


n proprietary hospitals 


all physicians 


In tne Wit! 


per cent of the physicia 
the appoint 
only, while 8.1 per cent of 
restr solely rietary hospitals 
Ot the Negro physicians who 

| propric 


| 


had 
S were 
ron 


these 


The MODERN HOSPITAL 





Vol. 73, No 


Intravenous 
Amino Acids 


Supplied 
in 100 ce. 
vials 


High potency 

parenteral amino acids 

for intravenous replacement 
of protein lost through 
burns, injury, surgery, 
gastro-intestinal disease, 
and inanition. 


DN sithiot Steams 
“a 
Inc. 
WINDSOR, ONT. 


New Yor« 13, N. Y. 


PARENAMINE, trademark reg. U.S. & Canada 


4, October 1949 








NEWS... 


1 


only known resource for hospitalizing 


their private patients, 


Forty-seven Negro physicians had pri 


vate patient privileges in 16 
hospitals. “Thus it is apparent 


cil noted 


pends largely upon proprietary hospitals 


tor private patient privileges 


further revealed that among the 


Negro doctors who private 


privileges, there were 34, or 32 


cent, who had no regular staft 





a major advance 
in the handling 
of Medical Gases 





Mh 


octors this particular hospital was the 
it was explaine 1 doctors 


voluntary 
the coun 
that the Negro physician de 


The study 
104 
patient 
per 


appt int 





Lhe 


trous oxide, compressed air, and vacua 


increasing se of OxyxzeEn, Ni- 


in hospitals makes services p ped tror 


1 central source desirable f 


imperative 


Such systems, originating in Eng 


land, are spreading through America 


They have many advantages besides 


convenience and availability, not the 


least of which are greater reliability, 


greater effectiveness, and lower costs 


Schrader has develoy for com 


pan g gas distribution 


if 1s Manutacturil 


equipment, a set of Connections which 


now make if 


Schrader 


PRODUCTS 
CONTROL THE aif 


possible ginona 


ment 


pital, while only 16.4 per cent 


voluntary or municipal hospital 


The analysis also showed that 


in a voluntary or municipal hos 
all 
with private patient privileges 
had no regular staff appointment in a 


ot 


over 


per cent of the Negro doctors with 


in the city was 17.9 


ments 


gas supply as easily as you plug into 
an electric outlet 


to 


Schrader supplies 


these manufacturers Connections 


“Keyed for Safety."’ Each service—ox- 
yren, nitrous oxide, compressed alr, 
and vacuum—has its own ingeniously 
keyed check units (receptacles) and 
adapters (plugs), so that it is impos- 
sible to plug into the wrong service. 
s 

Information on piped services with 
Schrader accessories may be readily 
obtained from your source for medical 
Kas equipment, or by w riting directly 


to Schrader 


A. SCHRADER’S SON 


Brooklyn 17, New York 


Company Incorporated 


regular staff appointments had these in 
municipal hospitals only, whereas the 
corresponding percentage for all doctors 
Of the 103 Negro 
doctors with municipal hospital appoint 


88 were connected with one in 


did 


stirution The 


15 
the staffs of five municipal general hos 


remaining were on 


pitals. An additional 21 Negro physi 
cians had appointments in both munici 
pal and voluntary hospitals 
noteworthy 
that 124 of the Negro physi 


York had 


in municipal hospitals. Appointments in 


It is the bulletin com 
mented 
New 


cians in appointments 


most desirable be 


Oppo! 


continued 


these hospitals are 


Cause ney 
tor 
education of the physician 
of 


hospital is understandable, 


ysrovide the greatest 


runity the training and 


The concen 


tration appointments in one munici 


pal as many 


ot the Negro physicians are located in 
the area of that particular hospital. More 


‘ pportunities in nunicipal hospitals 


appear possible since, at the time of the 


1, 
udy 


six of the municipal 


have Negro physici 


hospitals 


not ins on the 


nis number 
all Ne Lre 


ippoirntments 


ot 


whole the 


compa 


The 


reveal 
intments 
Hos 


Inict 


Sydenham 
become a m 
| Mr. Morris Park 


now 


since 


provide 


combined appoint 


ment 


cent of 


ppointments 


Negro 


among all 


ot 


10.60 


per 
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moduline 


meets every hospital need 


MILK FORMULA ROOM FOR A GENERAL HOSPITAL 


EQUIPMENT LEGEND 


GROUP 1 (FIXED) 


1. 8S5L-24D0—Drawer-Cup 
board Unit without Splash 
bock 

a. 85-L-240SS—Drawer Cup 
boord Unit with Special 
Depth Top 

2. 85L-035—Table Top Units 
with 85X-27 Legs (3 Prs 
Required) 
B5L-72AS—Double Sink 
Unit 
85C-47—Counter Top 
Units with 85X-27 Legs (2 
Prs. Required) 


6. 85L2238M—Milk Formula 


Sterilizer 

85L-24AS—Sink Unit with 
Stainless Steel Grill 
85L-39—Corner Unit 


1. Bulletin Board 
2. 8SL-35—Cupboard Unit 


851-240—Drawer-Cup 
board Unit 

lovatory 
BS5ES-2—Electrical Duplex 
Plug Strip 


a. s. aloe company 


Octobe 


GROUP 2 (NOT FIXED) 


4. Olson Bottle Washer 


7. BSP6398AL—Waste Re 
ceptacle-Silver lustre Finish 
85P5363—Dooble Ele 
ment Hot Plate 
Refrigerator 
85P6238—Nurses’ Desk— 
Silver lustre Finish 
85P6327AL—Choair— 
Silver lustre Finish 


85°6356—Milk Cort 


the most modern 
hospital furniture 
in the world 


With Moduline you can provide 
furniture for your milk formula room, 
nurses’ stations and laboratory rooms, 
that will meet your needs for years to 
come. Moduline, by Aloe, is styled for 
tomorrow. It comes in architecturally 
approved widths and depths so that 
custom-built facilities may be developed 
from standard Moduline units. Here are 
some characteristic details: concealed 
hinges, baked steel finishes with stain- 
less steel table tops. Utilities can be 
top or splashback mounted. Write 
for special booklet T-300 and learn 
how Moduline can meet your furni- 


ture needs. 


Special Schematic Layouts for 
Hospital installation available 


on request 











One source for the hospital buyer. 








NEWS... 


is great as that tor Negro doctors 
report said 

This analysis indicates that the statt 
opportunities for Negro physicians are 
limited,” the report concluded. “Many 
of the limitations to which the Negro 
physician is subjected apply to many 
other physicians who do not have hos 
pital appointments. It is evident that 
t greater number of hospitals must ex 
tend staff privileges to Negro physicians 
before an effective program can be real 
ized. The 32 hospitals which have ex 
tended staff appointments to Negro 
physicians have pointed the way to the 
solution of the problem. As a com 
munity resource, the hospital should be 
available not only to the patients but 


also to the doctor » care for them 


Male Volunteers Complete 
Six Years of Service 
MORRISTOWN, N.J A group of 
male hospital volunteers has been serv 
ing the Morristown Memorial Hospital 
here continuously tor six years, the an 
nual report of the group revealed. The 
report, which describes the activities of 
the Morristown Memorial Hospital 
Corpsmen, was published here last 
month 
\' rpsn ni been Ml ul 
the hospital fros inset until da 
HERE ARE THE ANSWERS TO ove...) Scusscs 
the report stat he corpsmen started 
eptember : nit of the 
YOUR VENTILATING PROBLEMS © << 
which wi t luring World War | 
n t rvice in hospitals 
Write for these authoritative new Emerson - Electric throughout the county at the onset of 
Bulletins today . . . no obligation! ar II, it was explained. After 


yroup reorganized 


FREE: f 


orristown Memorial Hospital 


These new, helpful, Emerson-Electric 
Bulletins contain practical information 1 contit 
on ventilation for plants, offices, and in 
gation, send me the 


stitutions based on Emerson-Electric’s 
ric Bulletin(s) checked 


During 


59 years of experience as a leader in the 
corpsmen dri rial’s ¢ ambu 


field. They give you suggestions for plan 5 , 

. lances and, in ad on, assist the doctors 

ning eftective fan installations, together 503A Air Circulators 2 

d irse 1 numerous Ways, particu 

with complete product information on ' | an nufses Ay partic 

503B Exhaust Fans i ad ae 

dependable Emerson-Electric Exhaust 1 efficient care 

e id 

Fans and Air Circulators. report said 

eligibility main 
Remember— proper ventilation pays . 

own by men 

in terms of increased efficiency, higher 

morale, satisfied customers. Send the 

handy coupon for your copies today! nembership 

were denied 


uring the last 


THE EMERSON 


EMERSON zs ELECTRIC (gia 


MOTORS: FANS —2 a lone APPLIANCES me tron yt hours, it was added 


COrps were 


probationary 
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Cbrrs. GYD, Sl onal 


THERE ARE TWO! 


1. Je-M ASPHALT TILE... 


Modest in price... standard of quality for decades! 


2. AND jJ-M TERRAFLEX eee 


New plastic-asbestos tile—nearest approach to an ideal all-purpose 
flooring ever developed! 


ng Cor 
Mau 


Yi Johns-Manville 


OTHER J-M PRODUCTS: Acoustical Ceilings—Transite* Movable Walls — Corrugated Transite* — Flexstone* Built-Up Roofs — etc. 











Now You can get an Exact Report 
on the condition of your Roof! 


This free Johns-Manville service 
helps you plan your maintenance budget, 
avoid unforeseen roofing expense 


























| advantage of this free Johns-Manville 
service to find out the exact condition 

of your hospital roots. It will enable 

you to make plans now tot repairs and 
maintenance in the future. 

That's what plant engineers and 
maintenance executives /74e about the 
J-M Root Survey Plan. 

Don't take your root for yrante d, even 
though it doesn't seem to be leaking. Many 
a root with torn flashings, dried-out telts, 
even rotted decks has been assumed to be 
in “good condition 

The Root Survey Report will cover 
all the critical areas of your roof 
flashings, deck, rooting felts, parapet walls, 
skvlights, etc. It will be an accurate 
picture by a roofing expert—the J-M 
Approved Built-U p Roofing Contractor. 
And it will cost you only the trouble of 
asking tor it. 

Let us send you the interesting booklet, 
“Things You Should Know About Your 
Root.” It gives complete information 
about the free J]-M Roof Survey Plan, 

Men in charge of hospital maintenance say: together with the full story of the 
Johns-Manville Flexstone” Asbestos 
"It provides an accurate record Roof. Write Johns-Manville, Box 290, 


i L 


" New York 16, N. Y. 


Reg. U. S. Pat. Off. 


of our roofs 
"It helps us plan our maintenance 
budget" 





"Forestalls unforeseen expenses" 


Johns-Manville F£é WE Built-Up Roofs 


CORRUGATED TRANSITE* © ACOUSTICAL CEILINGS ~ leanne / DECORATIVE FLOORS © *TRANSITE WALLS © ETC. 





Every roll of FABRON 
bears the label of the 
Underwriters’ Laborato- 
ries, Inc.... your assurance 


of proved resistance to fire 


ers Labor ores, Inc 


101NG mateeias 
eiRE HAZARD CLASSIFICATION 
wah ere yr a rite = rs 


__ ee 


wes 
wart 
pak ete 


paevenic BLANK & CO”. MILF ; 


ee ti) 
IEF rnrnernr Tt LIMES te ti ie Reet EL ie HM 
tT Reape ESTEPT Pitti bee A aisha Ll iAHEH: 


When considering fire - prevention measures... 
what about your wall treatment? 


The emphasis today ts on fire-safety. Anything which may help retard the 
spread of fire is worth your serious consideration. Among wall coverings, 
FABRON alone bears the label of the Underwriters’ Laboratories, Inc., 
sponsored by the National Board of Fire Underwriters. It is the only deco- 
rative wall treatment that combines fire-spread prevention and low cost 
maintenance with the ability to eliminate periodic redecorations through 
complete washability, easy repairability and prevention of plaster cracks. 
Moreover, FABRON’S permanence conserves room income and, when its 


{on a “per year of service” basis, it is by far the most econo 


cost 1s hgure 
mical wall treatment available. Thus its fire prevention feature is a 
bonus” which costs not one penny more! 

Before you decorate or redecorate with treatments not possessing 
recognized fire-resistance, investigate FABRON. Our estimating service 
will be glad to submit appropriate samples and to estimate the cost, 

t I t de ating budge 
FITKIN MEMORIAL HOSPITAL, Neptune, N. J. within your present decorating budget 
KERT, A trat 
A. W. ECKERT, Administrator FREDERIC BLANK & CO, INC. * Est. 1913 * 230 PARK AVE., NEW YORK 17, N.Y 
FERRENZ & TAYLOR, Architects; Represented in Canada by The Robert Simpson Company Limited—Special Contract Division 
NEERGAARD & CRAIG, Hospital Consultants; 


GEORGE A. FULLER COMPANY, General Contractors. 


FABRON 


NATIONAL FIRE PREVENTION WEEK—OCTOBER 2-8 b { oN x 
Stop Fire... Save Lives! —the fabric-plastic-lacquer wall covering for hospitals. 
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St. Francis Hospital, Wichita, Kansas 


Safeguard lights, essential 
equipment, against power failure 


with a stand-by KO H LE R 


Electric Plant 


Suppose a storm or accident should 
suddenly cut off your central station 
electricity supply. Without a stand- 
by source of current you might be 
without lights during a major sur 
gery. Interrupted use of sterilizers, 
X-ray machines, signal systems, cir 
culating pumps and heating system 
might cause danger, suffering and 
confusion among patients and staff. 


At St. Francis Hospital, Wichita, 


Kansas, a 10 KVA Kohler Electric 
Plant gave notable service only two 
months after installation. A storm 
caused power failure during two in- 
tervals of many hours each. During 
these periods two major operations 
were performed and three babies 
were born, with the use of electricity 
generated by the Kohler unit for 
lighting and other necessary services 
in operating and delivery rooms. Ad- 
ditional emergency lighting was pro- 
vided for the main boiler room and 
other key points. There was no de- 
lay, for the moment central station 
service stopped, the Kohler Electric 
Plant took over the load. Dominic 
Babich, supervisor, and Leslie Davis, 
chief engineer, expressed hearty ap- 
proval for the safety and conven- 
ience of this Kohler installation. 


Kohler Electric Plants range from 
350 watts to 10 KW. They require 
little space and can easily be in- 
Write for folder E-16. 
Kohler, Wisconsin 


stalled. 
Kohler Co., 


KOHLER or KOHLER 


PLUMBING FIXTURES «+ 


HEATING EQUIPMENT -~ 


ELECTRIC PLANTS 
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Norwegian Hospital 
Will Launch Building 
Campaign for $750,000 


BROOKLYN, N.Y The Norwegian 
Hospital here will 


tor $7 


launch building 


fund campaign 90,000, it was 
announced last month by Charles E. Lat 
sen, president of the hospital. The 
project is planned to add a new wing t 
the main hospital, to increase present 
patient facilities, and to obtain neces 
sary additional equipment for the insti 
tution, it was explained. The new wing 
will include maternity facilities, whicl 
now are operated at the Sister Elizabetl 
Memorial annex, located six blocks from 


the hospital. It is planned then to use 


the vacated annex for the chronically ill 


ind incurable service at present non 

existent in the area 
Founded in by 

the Norwegi 


Iding in what is now 


Norwegian im 
migrants in Hospital was 
the first hospital bu 


known as the Bay Ridge section ot 


Brooklyn and the first 
erected by people of Norwegian blood 


ospital to be 
in America, Mr. Larsen said. The insti 


tution has grown steadily from a few 
beds in a small rented house to care for 
j 


sick Norwegian seamen and _ resident 


immigrants 
idded 


Hold Institute for 
Government Hospital Heads 


WASHINGTON, D< The first gov 
hospit 


will be conducted here by the 


ernment training 
institute | 
Veterans Administration October 3 t 
1, with trainees trom six U.S. govern 
ment departments attending, the V.A 
announced iddition t 
V.A., which operat 0) 
participating ivencies re the 
Navy, Air Force, Public Health Service 
Indian Service, the 
1, Hereafter 
the institute will be held 
February and October 


he program will 


hospit ils, the 
Army 
and the innounce 


ment sak was explained 


timc mhner povernment ayzene 

ing hospitals isked for ind were granted 
permission t I 

StOns 


training institute, V.A. medi 


recognized ¢t t nosft 
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Heescpliin FOR BUILDING 


@ “Just what the doctor ordered’’—There’s 
no better way to describe the two important 
ingredients Ceco supplied in the building 
prescription for Milwaukee’s new Medical 
Arts Building. First requirement was a sav- 
ing in basic construction costs. That’s where 
Ceco steelforms met the test, because they 


reduce the amount of concrete needed for any 





span or live load. Less lumber is required too, 
And since Ceco steelforms can be moved from 
job to job—floor to floor—they can be used 
time and again for a nominal rental charge. 


Then when improved lighting and ventila- 





tion were prescribed, Ceco filled the bill 
again with Architectural Projected windows. 


For here is a window that truly provides 





maximum light plus controlled ventilation. 


Slender frames and muntins mean less ob- 








struction, providing up to 60°7 more light : —— 





area. / , Since the ventilators can be move : Le —— 
area. And, since the ventilators can be moved ——— = 


and adjusted to any desired degree, there is 


positive ventilation control at all times. Why Ceco Architectural Windows feature 1 Here is illustrated Ceco-Meyer steelforms 

returns, permitting plastering allowing completely erected on open wood cen- 

not call in a Ceco engineer to help you with attachment of blinds. Strong—frames are tering, ready for placement of Ceco 
- . ¥g'' deep, ventilators 12" deep reinforcing steel 


1 
your hospital or medical building problem? Bonderized 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


/n construction products CECO ENGINEERING mzhes the big difference 


No. 4. October 1949 





NEWS... 


practices had not kept pa ith prog rected at t ughest autonomous level The training program comprises three 


the field of professional medi cal f Operating personnel—the hospital phases, it was explained. The first of 

n the V.A., it was explained. “Protes- manager these is the institute, which consists of 
sional progress alone cannot ac t The training program is designed lectures and study for three weeks. Im 
standard « vice ich it u primarily to improve the experienced mediately following the institute, the 
dministrator’s knowledge of up-to-date trainees are given two two-week assign 

personnel management practices and ments in hospitals managed by doctors 

executive leadership, the announcement ith outstanding administrative ability 

gnizing stated. “Operation of a large, modern During these assignments the trainees 

ucation hospital presents many management will make a survey of one or more ad 


problems,” Dr. Cush aid h ( ministrative activities 


igement p 1 gram will g tl nana e t Finally, the trainees will be required, 


program ¢ 1 tC with such problems within six months after completion of 


trips 


the instit oO one ofr 
more hospitals hk federal, state 
municipal or privat in the vicinity 


own Hhospita t kee Pp abreast 


TURNING FRAMES 


In immobilization, the smallest Start Addition to 


nurse can turn the largest patient Meadowbrook Hospital 


. New YorK.—Construction was un 
with utmost ease and safety. bein’ 


rtaken last month on a $12,000,000 
Meadowbrook Hospital, the 
inion in Na 


new Dui 
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Dedicate New Sanatorium 
SOUTH BENI IND The new 


00,001 t im tor t. | 


All pa 
* You are invited to write for complete information. views of 
interior 


KALAMAZOO use of 


ORTHOPEDIC FRAME COMPANY MICHIGAN 
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2 ACCEPTED PRODUCTS FOR YOUR CHOICE 
OF FORMULA PROTECTION METHODS... 








RADEMAR K 








ipGard DISPOSABLE NIPPLE COVERS 











Important identification 
informauon can be written 


directly on each NipGard 


2. Press cover firmly over 
nipple Heavy dotted line 
shows how tabs engage bot 


tom of nipple 


1. Open cover as shown 


3. Cutaway view indicates 
secure anchorage of cover 








Instantly Applied—Use Once and Discard 
Improved Protection—Time Saving 


NipGard nipple covers completely cover the nipple and neck of the 
Quickly applied, the cover is held firmly in 
place by specially designed tabs as illustrated. Independent labora- 
tory tests indicate the thorough effectiveness of this cover after auto- 


claving. Here are added benefits: 


infant's nursing bottle. 


@ NipGord nipple covers do not jar off or require rehandling 


@ There is NO BREAKAGE, NO WASHING, NO IDENTIFICATION STRIPS OR TAGS 
TO APPLY 


@ Space for writing in identification data, name, formula, etc., is provided on each 


nipple cover 


@ NipGard covers SAVE NURSES’ TIME, give EXTRA SAFETY 


The covers are designed to meet the requirements of modern health 


codes, including those that recommend terminal sterilization. Profes- 


Sional samples and prices sent promptly on request. 


NipGard Nipple Covers are available through your hospital supply 


dealer. 











(luicAPs ome NURSING BOTTLE CLOSURES 


Simple, Time-saving, Inexpensive 


These hygienic disposable closures provide a recognized factor 
of safety against formula contamination. The use of Quicaps 
does away entirely with the hazards of re-using worn, defec- 
tive caps... the daily struggle to adjust rubber caps over hot 
bottles . . . the time consumed in collecting, inspecting and 


sterilizing caps after use. Quicaps are disposable after one use. 


In a few seconds, with Quicaps, a perfect germ-proof closure 
with no strain or struggle to cause broken finger- 
Bottles sealed with Quicaps may 


is formed 
nails, spillage and scalds. 


be sterilized under 15 Ibs. pressure. 


For years, Quicaps have enjoyed the approval of medical and hospital 


authorities, and the regular use of Quicaps has been adopted in a majority 


of the hospitals in the U. S 


LABORATORY REPORT GLADLY FURNISHED 


ORDER QUICAPS 
FROMJYOUR HOSPITAL SUPPLY WHOLESALER 


Samples of Quicaps and prices sent on request 





Hospital Division, THE QUICAP COMPANY, Inc. 


DEPT. H-72 441 LEXINGTON AVE., 


NEW YORK 17, N. Y. 











- tee BIRTCHER - 
BANDMASTER | 


S. W. DIATHERM 


with thee TRIPLE 
INDUCTION 

for obstetrical patients ts t 

DRUM » sistent ie a cea sal 


nomical provision of hospital care 
Hospital Council of Greater New York 
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Hospitals Must Study Birth 
Trends, N.Y. Council States 

New YORK 
of trends in 


and 


Continuous examina 


the number of live 


c1Oons 


yirths the birth rate are essential 
if the availability of hospital facilities 
be con 
need and eco 


the 


n following comple 
ot 


1 in its Bullet 


state 


n here last month i study of births 
New York City 
Observing that may 


the birth rate 


ve stabilized least temporarily, at 
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not only 
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Contes pital . , particil 
t t ye 


Island College 
ating hospit 
lan for hospitals 


rion 


APPROVED or ACCEPTED by: 
FEDERAL COMMUNICATIONS Approved for Federal Funds 
COMMISSION: GI ISLAND, NEB—An 
A.M. A. COUNCIL ON PHYSICAL Se ary ae eee 
MEDICINE rb ‘ ys ‘I 

UNDERWRITERS’ LABORATORY’ fof nur 
*Also Canadian Department of Trans- 

port and Canadian Standards Assn. 


ee: 
> 


pplica 


IP} 


construct 


AND 


New YORK 


' 


More than 2600 BANDMASTERS 
already in use throughout the 
world. Write for free illus- 
trated brochure. 


THE BIRTCH bn CORPORATION 


$087 HUNTINGTON DR. LOS ANGELES 32. CALIF 


INTRODUCING 


the E& J 
GAS ANESTHESIA 
MACHINE 


ottering new advantages in ease ot 
operation and simplicity of mainte 
a new precision instrument de 
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Sik ned to 
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[here are tubes or soldered 
k. All 
channeled ¢ igh the passages of 
Gas flow is controlled 


hrough dry 


joints ¢ ioosen nad icak Bases 
are 


, 
4 5i1n 


with pin-f 
regulation 
Anesthesia 


i-, and 


3-PLACE CANISTER 


put in 
ontain 
SETVICE 
oved, fe 
replaced 
rrupting 
Standard 
] gas anes 
lipment, this 
adapt 


makes 


also 
other 
nstallation 
modernize 
equipment 


Sale ind serv 





WRITE TODAY 
FOR LITERATURE 
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6116 San Fernando Rd @ Glendale, 
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IMPROVING YOUR BUSINES: 


Now CS) Ads a 


- Brand-New Service 


(’\” AUTOMATIC ICE MAKER 


F 
reeze your own CRUSHED ICE 
——_te 
or BOTH. 
es . 








| or CUBES, 
- tight where YOU Serve jt! 








a 





NOW there's an ingenious new feature in the sen pure and hardfrozen. It’s free from annoying dead 
il York Automatic Tee Maker. [t's a compact, air cells that ordinarily knock the fizz out of carbon 
| hich, at the flick of a selector ated beverages 
YORKUBES (the famous “cubes Call vour nearest York Dealer today for a demon 
listening YORKICE, a uniformly stration. He can show vou how vou can have com 
ideal for many uses in bever plete ice service, attract new trade. build new profit 
ind displavs while saving money with the York Automatic Le 
he amount of each vou make, Maker. It’s another example of York leadership and 
he same stainless steel bin know-how, possible only because for 75 vears York 
instant use. No waiting has concentrated on the deve lopmiu nt of mechanical 


< clean, clear ice. chemically cooling and air conditioning to improve your business 


HEADQUARTERS FOR MECHANICAL COOLING SINCE 1885 


PIONEERS IN INVENTION AND DEVELOPMENT SINCE 1874 


THESE OTHER YORK PRODUCTS CAN HELP YOU IMPROVE YOUR BUSINESS 
aN ——- 


—e 
rs 


™ 
= Asatiiaal 


= 
* ~~ 


Bay 


« 


3 Frozen Food 4. Unit Coolers & 
Condensing Unit 





No Need for Physicians 
on Ambulances, Report Shows 


New YoORK.—A _ survey covering 
368,000 calls handled by 106 ambu 
lances in 45 hospitals during 1948 fails 
to justify the use of physicians on am 
bulance staffs, the Hospital Council of 
Greater New York reported here last 
month. The survey was summarized in 
the Hospital Council Bulletin which re 
ported that a large percentage of the 
calls involved routine transportation of 
patients between hospitals or were in 
response to requests involving no need 
for medical atrention 


The ambulance nmit 


tee cCanne 


as yet demonstrate any immediate need 


for the presence of doctors on all am 
bulance calls,’ Dr. Morris Hinenburg 
chairman of the councils committee 


which made the survey, stated 


The 
committee urges that hospitals continue 
to employ interns only in the most 
emergent cases. This will enable hosp 
| to utilize fully the protessional 
inpatient 

and 


intern 


Shortages of Medical Care 
for Negroes Revealed in 
with the Peg one 
Permutit Automatic a aad es ee 
GIVES ZERO WATER CONSTANTLY! i a ee 
\ constant supply of quality-controlled process water 


us 1 of committee 
safeguards fabries ... leaves them really clean! And P é ae 


ft airector 
Association 
People 


soup Costs are slashed in half—and more—when vour 
water is treated by a Permutit Automatic Soften r! 
Permutit’s exclusive Multiport Valve Control makes 
possible easy regeneration that saves you many costly contribut 
hours of labor and attention. Modern Permutit units ng factor the p of Negr 
offer greater softening capacity than ever before. 

YOUR PRESENT SOFTENER CAN BE EASILY ilies: ik Sitdiens Sa. te 1ak-cad lied 
CONVERTED TO AUTOMATIC CONTROLS! ! the usua for-service basis 


The more up-to-date your softener. the more economi- nortag an ialdistribution of 
eal itis. Your present softener can be modernized easily. yhysicia lentists, nurses and hospitals 
You can greatly increase capacity and increase flow lack « ilcl lucation permitting 
rate at the same time by refilling yvour equipment , to utilize uilable personnel 
with Permutit’s new zeolite—Permutit “Q.~ Consult "GREE 

The Permutit Company. Dept. Vitt-10. 330 West tnd ies 
Street. New York 18. N.Y. or The Permutit Company In 


ler to solve the problem of 


health, the report said, progress 


of Canada. Ltd... Montreal. Negro 


must be made on all four of these fronts 
Three of the factors involve long range 


} 


ae 
rograms and cannot be accomplished 
ermu. ] overnight, it was pointed out, but the 
economic factor be dealt with 
promptly an larg roug 


Water.Conditioning Headquarters for Over 35 
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e take rush hour meals in stride 





now that we’ve installed a McCray Koldflo 





sl UL el 











"Feeding 





Previous! 





For smaller installations, this McCray Koldflo 30 cu 
ft. Reach-In contains all of the d 

he larger model above including famous M« 
Koldflo ‘“‘Up-from-under”’ controlled refrigera 


wroper balance of humidity, temperat 


HI 
esirable features of 


1 4( 


ire a 
ulation. Also available in 20 and 40 cu. f ¢ 


WRITE 966 McCRAY COURT, KENDALLVILLE, IND. DISTRIBUTORS IN PRINCIPAL CITIES—SEE TELEPHONE DIRECTORY 


£ G THE BEST IN LOW-COST REFRIGERATION 








ready 
OOMil? 


INSTALL 


=GAS OR OIL 


Dont let Winter unnecessarily in- 
crease sour power costs, Have Todd 
burners—save up to 10 on your 


fuel and maintenance bills... get 


Let skilled 


reater power capacity, 
Todd specialists. backed by 35 years 


of Todd experience, engineer vour 


boiler plant for utmost economy... 
replace your obsolete equipment... 


provide efficient new installations. 


Oil Burners 
Gas Burners 


Compination 
Oil and Gas 


surner 


COMBUSTION EQUIPMENT DIVISION 
TODD SHIPYARDS CORPORATION 


81-16 45th Ave., Elmhurst, Queens, N. Y 


NEW YORK * BROOKLYN * ROCHESTER 
BUFFALO * HOBOKEN + NEWARK * PHILADELPHIA 
HARRISBURG * YORK * PITTSBURGH * CHICAGO 
RALEIGH *CHARLESTON, S.C. * BOSTON+ SPRING 
FIELD, MASS * BALTIMORE + WASHINGTON 
RICHMOND, VA * ATLANTA * BIRMINGHAM 
CLEVELAND * DETROIT * GRAND RAPIDS + TAMPA 
GALVESTON * SAN ANTONIO* DALLAS* HOUSTON 
TULSA * MOBILE * NEW JO RLEANS * SHREVEPORT 
DENVER * SALT LAKE CITY * LOS ANGELES * SAN 
FRANCISCO * SEATTLE * MONTREAL * TORONTO 
BARRANQUILLA * BUENOS AIRES * LONDON 
HAVANA * PUERTO RICO + ORANGEBURG, S. C 
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rated. “Without 
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de tors, he ispitals 
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eas; with few doctors and poor facili 
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PEOPLE LIKE THESE MAKE 


‘I’ve always relied on 


CP? soaps They meet 

our highest requirements 

for purity and mildness 

And there’s a C.P.P soap that 
its ever hospital need 


ver patient 


‘Palmolive. for instance 
Is popular with patients 


ind nurses alike. Men 


Patients feel more 


mmfortable when thes 


ike Cashmere Bouquet 
let Soap a big favorite 
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lather. Really 
such a lux 


little more 


A 3 Agree on CRP 2 


our Industrial Dept. 


Colgate-Palmolive-Peet Compan 


Chicago 11, lll, . Kansas City 3, Kans . Berkeley 2, Calif. 


Jersey City 2, N. J. . Atlanta 3, Ga. 
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NEWS... 


American people,’ the report con luded, can be created through the principle of 


namely, a way of paying for medical insurance, entitling people to medical 


ABOUT PEOPLE 


ntinued From Page 90 





care that does not subject the sick per- service as a right when they require it, 


son to the burdens of unpredictable costs and ensuring doctors and hospitals « 


to the stigmas of charity. Charity is payment when they have rendered serv 
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Col. Joseph U. Weaver (MC) has 
‘ been named Deputy Post Commander ot 
for those who have no income ice. A national insurance plan is neces sig. eu 3 
Army Medical Center and Walter Reed 


General Hospital, Washington, D.C 
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ication, in the room ; 
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Charles, and has been replaced by Sister 
M. Aidan trom Shreveport. Sister M. 


1. oporous ; : : 
Philip, whe was admunuistrator at St 


DISEASES tone of outdoor freshness 

Airkem H-2 unit serves u Edwards, Cat on, Tex.. replaces Sister 

en 100 square feet of Noor are: lana reveport. Sister M. Kostka, 
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OPERATING 
ROOMS 


holds two pint wick-bottles for 
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i penny per day to operate 1 \ 
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— Your local Airkem Distributor ; F | and Well 
FRESHLY or hospital supply jobber who 
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LAUNDRY your institution is not regularly 
AND ing Airkem. vour Airkem 


CHUTES representative will welcon ' Denver. Mr. Dandigna i graduate 


ire of the 


Masson are servi heir administrative 


residencies at Denver General Hospital, 





yppertunity te tell vou { student in hospit 


this effective produc Ni wthheuncters 
arrange tor i trial . 
son s nm the 

of Minnesota 
Mary A. Smith has 


endet! t | Lewts 


KITCHENS 


Department Heads 
Lyndon M. McCarroll, tormer director 
ege School of Nur 


lent ot the Massa 





NEW YORK 17, N.Y 


The MODERN HOSPITAL 









































4, October 1949 




















4 
ems EEE eee eer EreTeee 





r convalescence Lupton Metal Windows 
hospit il solar ns pply a cheerful, healthy utmosphere 


valescing p nts. Rooms 
I 


Patients are happier becat i u 
ul Windows increase glass area; assure more daylight. Ait 
ly controlled with ventil s that open to any 
sate 


nount . provide natural, draft-free ventilation 


- 
always Gasy to operate Your hospital irchitect knows 
ton Metal Windows. — sturdy, long-lasting windows backed 
wre than 40 years of window design. Your builder knows 
tal Windows -complete units save installation 

! up building operations. The Lupton Representative 


ill details. Or write for our Catalog 


MICHAEL FLYNN MANUFACTURING CO. 


East Godfrey Avenue, Philadelphia 24, Penna 
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ot the house of delegates ot the American Mrs. Doris Warrick has been elected 


Occupational Therapy Association nanager and superintendent of nurses at 
Dr. William Kaufmann has been ap rane County Memorial Hospital, ¢ 
pointed fulltime pathologist of the ‘Tex. Mrs. Lou Huffman has bec 


Springtield tal, Springfield, Mass pointed as her assistant 


Dr. Kaufmann came to this country in Mrs. Louise L. McLain is the ne 
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Cancer Hospital, Westheld, | tal in Cl ( 
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‘ presen I Mass., and the Shriners tion in Clevelat 

tion sil ‘ / Hospital to ppled Children prit Dr. Charles Fore Wilkinson Jr., ass« 
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Rose K. Bernhard | ppointed field, Mass | rr ot t Kellogg 
lirector of tl ‘ rsil 1 Beatrice M. Hersey has been livision « CCCI d 
rector ot the schooi of 1 


North Dakota, 
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RAW 
MATERIAL 
SAVINGS 
PASSED ON 
TO YOU! 


More proof—that this outstanding 
disinfectant value gives quality performance 
at a quantity price! 


Swift—Sure! Attacks veve- More Economical! Giullon 
tative pathogenic bacteria price reduced from $3.00 to 
d fungi. Never fades or $2.70! Diluted 100 times, 
walls, bed- O-sy! makes a potent disin- 

fectant solution for ger eral 


ise—for as little as 2.2¢ per 


i ' 
vahor 


Pleasant Odor! Unlike Highly concentrated! [yci 
ir disinfectant when greatly diluted, O-sy! 


s extremely powerful in its 


anti-bacterial actior 


Non-caustic — Non-irritat- Non-corrosive ! O-sy! vuards 
ing! Potent--yet never burns expensive instruments from 
rust, safely and surely disin 


fects rubber voods 


patients 


Potent — Effective! Com Non-Specific! Eliminates the 
pletely safe and sure for the necessity Of keeping several 
disinfection of dishes and vermicides for various spe 


ific purno 
cific purposes 


FOR SAFETYS SAKE. .., the significant new development in disinfectants 


10% PRICE REDUCTION! 
SAME DISCOUNTS! 
O-SYL (HOSPITAL STRENGTH, PHENOL COEFFICIENI 
5) IS LISTED AT $2.70 PER GALLON (FORMERLY $3.00 
IN GLASS CONTAINERS. 
5% discount for shipment in individual 5-gal. drums. 10% dis- 


count for shipment in individual 10-gal. drums, 20% discount 


for shipment in individual 50-gal. drums. Freight prepaid on Professional sample upon request. Call your hospital supply dealer 
10 or more gallons shipped at one time to one address. Terms or write direct to: Lehn and Fink Products Corp., Hospital Dept., 
2% 10 davs, 30 days net 445 Park Ave., New York 22, N. Y. 





Reduce the 
HIDDEN COST 


FLOOR 
MAINTENANCE 


REDUCE PERSONNEL TURNOVER: 
Continual hiring, training and rehiring of 
maintenance workers is costly. You can 
help reduce this waste with a HILD Floor 
Machine 
and self-propelled action enable it to do 
the job This 


every routine maintenance job. Helps keep 


This machine's precision balance 


taster and easier lightens 


employees satisfied. 


REDUCE FLOOR DEPRECIATION: 

The HILD Floor Machine prevents 
needless wear caused by incomplete main- 
tenance. The machine has easily inter- 
changeable attachments to do the complete 
job. It will scrub, wax, polish, buff, sand, 


steel-wool, or grind 


PREVENT ADVERSE IMPRESSION: 
Bright, clean, lustrous floors make an excel- 
HILD 


encourages 


lent impression on the public. The 
Machine's handling 
frequent, complete maintenance . 


effortless 
enables 
you to keep floors always in the peak of 

reduces the “hidden costs” 
from loss of prestige. 


condition 


resulting 


po 


»sueruls 


WRITE FOR 
FREE 
CIRCULAR 


HILD FLOOR MACHINE CO. 


740 W. Washington Bivd., Dept. MH-10, Chicago 6. II! 
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Memorial Hospital, Ho 1 1-47), « I 
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a heart attack 
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th three soldiers crashed into a Louisville, Ky 


Maude 


two nurses 


Carden, tormerly admin 
strator of Cooper Hospital, Camden, 
1 Mary orgy? ind N.J., died ently at Monticello, N.Y 
Mrs. Roper’s daughter Ann and a nd He was tound and d tor 
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PRATT & LAMBERT 
paint and varnish 





We! 


~~ NO “PAINTY” ODOR! 


when Lyt-all Flowing Flat or Solidex 


is used to decorate hospital walls 


e' all places where absence of a “painty’’ odor is most appreciated, 
hospitals are first, because most patients are keenly sensitive about objec- 


tionable ‘‘painty’’ smells. 


Lyt-all Flowing Flat and Solidex — superfine wall coatings — can 
be used without interrupting hospital routine because the old eye-smarting 


and smell have been removed, not covered up by another odor. 


The De Luxe colors of Lyt-all Flowing Flat dry with a beautiful, satin- 


smooth texture which can be repeated!y washed. 


Solidex is a one-coat, ultra-flat OIL paint which requires no priming 





coat. The modern, decorative Solidex colors require no mixing, as they 


are ready for instant use. 


Before decorating, get suggestions and practical specifications from 
Pratt & Lambert-Inc., 126 Tonawanda St., Buffalo 7, N.Y. In Canada, 
18 Courtwright St., Fort Erie, Ont. 


1849 — One Hundredth Anniversary — 1949 





Save the surface 
and you save all! 
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lursing personnel t iS interesting ot professional ind nonprofessional DISEASES, IN JURIES AND CAUSES Ol 
to note that this report gives a prom- personnel that ill be needed in ¢ DEATH Published by the World 
nent place to the need for studying future Healt) teatioy Ta Suut 
how nonprofessional nursing personnel Miss Gordnets rland, 

nurses, nurse's aides, to be congratulated cholas Here we have available for the first 


clerks, can yet practical approach to ¢ nursing time a single international code whicl 
conserve [ in f pr personnel problen All hospital admini makes it possible t classify and tabu 


tessional nurses for professional nursing trators, directors of nursing i ind late both sickness and death statistics 


others intereste The notable innovation of including 

if this country morbidity in the list should be of spe 

nake a careful study of cial interest to hospital administrators 
EveRETT W. JONES ind others concerned with the statistics 


rr allied experience The 
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STATISTICAL CLASSIFICATION OF f¢ member nations of the World Healt 
lization 


The 


ealrl 
cul 


ncw ¢ 


n excellent 


CHINnics 


tal class 


for Direct Radiography 


in tapid series or single exposures 


CAMERA AND INSTRUMENT CORPORATION 


brle SS Cnc 


AN wYckK BOULEVARD JAMAICA 


ROWLANI RIDER 


he MODERN HOSPITAL 





FOLSOM AND 
st FORTY 


wit 
WwENTY FIVE WE 


NEW Y 


To administrators 
And Tru stees planning 
Expansion programs 


A decade rich in promis 
nospitals is at hand. 

years ce) 
finances 


an 


thirty 
to hos} 
Smitn witn 
new high 
ticularly quality 
tne mid-century - 


ital nas equi 


Pearl eet 
ranging from 5150, 00 
entrustea to our manages 
Although 
g11L, 900, 0 


Since 
2 to 920,0 
nent. 


more 


fund-raising move 


staff of 


Hospitel 
of 
into 
nave our caref 
it witn 


our spec 


tne next 


uSe 


f successful practices 
nped 


Pye 


101 capital funcs +0 


YOU pee 


ements 
——, are now 


SMITH. IN 


THIRD STREET 


oRK 18 N Y 


devoted | } 
Folsom and 
ext eri The 

r projects 
proer 


vill, 


encee 


Oo 


ams 


ror hospitals 
ave been 

tives total 
are still 


been 


000, OV 
Their objec 
than a dozen 
has 


under the jirection 
scheduled well 
will 
discuss 


{taL*s prograt 


to 











Construction Total Increases Over Last Year 





set 249... JEMAMJJASON O|UFMAMJJAS ONDI UV FMAMJJASONDIJFMAMJJASONDO 
TUTTTTTTTIT PTT rrr rere re eee eee eee 


= te JFMAMJJASOND 
TTTTTrrrr et 


PPT TTP Pree ry errr rrr 


= 


: NON-GOVERNMENTAL" 
GOVERNMENTAL 











— 


















































1 pi al onst! ol 
MODERN HOspPITAl 


> t ncre 


ingle WITT CANS HAVE 
THE “RIGHT” ANGLE 


af 
i eo it: 
fi y > 
we | 
\P ANY 
Sy 
aa YH AA) 
STURDY LD riveted handle STR 


ht 
ht, stays 9 
fits rg moximu 


electrically welded RAISED, CONC 


* n 
P) qny a 


on y 4 TEL 
(pa reer Se sor strength 
selected and ins 


AIGHT SIDE DESIGN 


m resistance to abuse 


AVE BOTTOM 
m strength an m from rust 


SIDE HANDLES st hands HOT- -_ aan 
xtra heavy coatn 


g, even to bigge 
pa preventing zinc 


ONE PIECE poDY 


lock-seamed and ¢ 
maxim 


d freedo 


LARGE 
non-pinchin 


ATIONS 
LLING CORRUG ; 
someone the strongest know 
ingle, the WITT Can shows the quality that has 


Considered from any « 
made it a favorite with large Can users. For sanitation, clean, smooth 
inside lines eliminate clinging of refuse. For long service, heavy 


gauge steel is formed into the strongest structural shape possible 


Heavy galvanized coating withstands weather and attack of food acids 
Whatever you want in a Can, you'll find ina WITT Can... plus 
in the famous guarantee: “outlasts ordi 


‘Wict’s the Can 


assurance of extra value 
. ‘ ; : 
nary Cans 3 to 5 umes That's why users say 


for me 


A THE WITT CORNICE COMPANY ~ I 
Ct) CINCINNATI 14, OHIO / 
"Originators of the Corrugated Can"’ il { 
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ONLY 
ONE FLOOR 
GIVES YOU 


UM These Clbvun 


its name 

is TILE-TEX’ 
...the Quality 
Asphalt Tile 


FAST, ECONOMICAL INSTALLATION 


Pile-Tex can | 


WIDE RANGE OF COLORS 


he Tile-Tex line 


INDIVIDUALIZED PATTERNS 


With Tile-Tex Asphalt Tile, you can des 
Hoort tsfrring. Y 1¢ 1é out 








Time Jested— Quality Proven 
HODGMAN SHEETINGS 


ARE STANDARD AMONG LEADING HOSPITALS 


an Hospital Associa 





HODGMAN RUBBER CO. 


€ ago & Sar Fra CS 





PerfeKtum 
ETHYL CHLORIDE, U.S.P. 


Not Drops Not a Jet . A SPRAY 


- Brie w in an espe 


n Ethyl Chloride it 
Mi ST.LIKE CONCENTRATED SPRAY. 


The spray is ¢ r 
ompar “ n 


Dow Chemical Ful Chloride USP used in 
Write for latest catalog of hospital specialties 


PerfeKtum Products Co. 
300 Fourth Ave. Est. 1922 New York 10 





CMMI 


Send this coupon 
for new, exciting 
color swatches 


Kenwood Blankets 


styled to fit your particular need 


Buy direct from 
Kenwood Mills 


CONTRACT DEPARTMENT 


Rensselaer, N. Y. 


Please send complete in 
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Another safety f 


offered by 


End Guard Rail 


y whed to any round « quare tube bed the 
d Rail prevents a patient crawlit ut 
combined with HH. h Sides it affords 
Swivel fasteners have wing shes h 


eng 

Hall kr 

the foot "Whee 

the utr st security 

leather lined. as is the center support. 
tror hy é f 


screws ge" ire 


FRANK A. HALL & SONS 
Madison Aven 


1) Baxter Street. Ne k and Southfields, N. ¥ 


HALT BEDS WEAR LONGESET—GINE BEST SERVICE 
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OPERATING ROOM LINED WITH STAIN- 
LESS STEEL an unusual use for ENDURO, but it 
demonstrates the versatility of this metal. Because of the 
technique employed, it was necessary to line three operat- 
ing rooms so as to maintain an electrical shield. Each 
Operating room is 13 ft. by 14 ft. and 9 ft. high. The walls 
are paneled with No. 26 gauge ENDURO applied with a 
novel snap-on type of construction. Floors are covered 
with No. 16 gauge ENDURO. Even the windows and 


radiators are covered. 


--- SANITARY? YES, BUT IT HAS OTHER ADVANTAGES, TOO! 


Because of its sanitation and ease of cleaning, 
Republic ENDURO Stainless Steel now is being 
widely used in practically every type of hospital, 
clinic and laboratory. But this versatile metal has 
many other advantages which recommend it for 


hospital use 


ENDURO is strong and tough—withstands 
rough usage and abuse. Its surface never needs 
to be restored—will not chip, crack or turn 
black—because it is solid stainless steel all the 


way through. It resists rust and corrosion. Its 


STAINLESS STEEL 


V Check ALL 10 Advantages: « RUST AND CORROSION-RESISTANCE ® HEAT- 
RESISTANCE ® HIGH STRENGTH ® NO METALLIC CONTAMINATION © SANITARY SURFACES 
@ EASY TO CLEAN © EYE APPEAL © EASY TO FABRICATE @ LONG LIFE © LOW COST. 


REG. U. S. PAT. OFF 


silvery luster lasts indefinitely. And it resists 
heat, too. 

Its cost? You have a pleasant surprise awaiting 
you, because ENDURO Stainless Steel has proved 
over a period of 20 years in hospital service that 
it costs less in the long run. We shall be glad to 


send further information if you will write us. 


REPUBLIC STEEL CORPORATION 
Alloy Steel Division © Massillon, Ohio 
GENERAL OFFICES e CLEVELAND 1, OHIO 


t De ri ( er B w York 17, New York 


Exy t 
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First cost is often a minor matter. 
Equipment made of Allegheny Metal lasts and 
keeps its beauty for a lifetime— 
cuts maintenance and depreciation costs to 
the bone. This pioneer stainless steel is 
really cheapest in the long run—and it’s 
promptly available to your needs. 


UM STEEL CORPORATION 
Wc _ oo prerrnoagigal 
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HOW THIS FLOOR WAS ADDED 


...Without enlarging the heating plant 


Recent top floor addition to Sheboygan Clinic, Sheboygan, Wisconsin, is 
vlazed with insulating Thermopane to help heep heat loss to @ minimum 


Architects and Engineers: Ellerbe and ¢ ompany, St Paul, Minnesota 





When Sheboygan Clinie added another floor in 1948, a design problem 
was to hold heat loss to a minimum so that the existing heating plant 
would be adequate to handle the extra load. The new floor had to be 
properly insulated ... ceiling, walls and windows. 

Therefore. Thermopane* insulating glass was specified. 

Thermopane is a sealed, double-glass windowpane. It increases the 
of your heating system, because it cuts heat loss through 
glass and saves fuel. [ts sealed-in dry air keeps the inner pane near 
room temperature, minimizes condensation on the glass and reduces 
downdrafts. In summer, the layer of air keeps interiors cooler. 

In hospitals it has been found that indoor temperatures and 
humidities are easier to control when windows throughout are Thermo- 
pane. It is also helpful in maintaining controlled conditions in special- 
purpose rooms. For complete details, write for our Thermopane book. 


efficiency 








CUTAWAY 





VIEW of THERMOPANE 





FOR BETTER VISION SPECIFY THERMOPANE % C / 
MADE WITH POLISHED PLATE GLASS 


MADE ONLY BY LIBBEY-OWENS-FORD GLASS COMPANY 
29109 Nicholas Building, Toledo 3, Ohio 
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SERVE TURKEY ' 


YOU CAN'T FIND A BETTER 
MEAT BUY - - - 


maa & 


THE BRASS RAIL AURANT 


O prepare ina Serve less 


tlavortul white meat 


Written b 


thle boned meat 
wee w ew ewe eee ew ee ew ew eee eee eee, ind dietitians o spitals, schools and 


f NATIONAL TURKEY FEDERATION 
+ M ! 


ther tood-serving ins protusely illustrated, 


2 


comple te with vic 


thles. preparation and handling hints, cars 


ind serving tps, and more than 70 delighttul quantity cookers 


IT RAEY HANDBOOK 


inv of America’s toremost chets 
NATIONAL TURKEY FEDERATION 
SERVING THE 250 MILLION DOLLAR TURKEY INDUSTRY 


MT. MORRIS a ILLINOIS 
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m WALLACE CREATION 


\ Multiple-t se Now! 


| ( s per ially for 


\\OTHE 


designe 


the hospital: 


No doubt you are familiar with the Wallace program of con- 
tinuing research for developing a holloware food service 
“tailored” to the special needs of hospitals. 

Here is the latest development a Multiple-t se Bowl that 
materially reduces the amount of holloware needed. which 
means less cost. less storage space and less cleaning and 
polishing. 
=1939 WALLACE MULTIPLE-USE BOWL 
Bow! with Fruit Juice 
Ringand Gla--. l 


ving iced fruit and 


getuble juices 


Bow] with Fruit Cocktail Ring and Glass. Use for Hot cereals and soup are served in covered bowl 
serving iced fruit’ and = se cocktail-. ice Without cover. it is ideal for baked apple and 


cream, jello. jellied consomme, custards, ete other fruit. cold cereals. ete 


If desired Bowl. Rings and Cover may be purchased separately. Wallace Hospital Holloware is 18% 


nickel silver base, silver soldered and plated with pure silver. It is durable. as well as handsome! 


cmos WILLUCK STLVERSMITES 
dealer, or write to ns ALL. 1 | JIToOR AY. \ 
Wallingford, Connecticut 
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There are twenty-four models—each formed 
from one or more Blodgett's “BASIC THREE” 
sections—to meet every cooking need. 


You may select the proper oven for 
your needs from one of the following 


Shelf Number of Number of 
Cat No Size Compartments Controls 
911 ° 1 
961 
912 
962 
913 
963 
931 
981 
932 
982 
910 
960 
901 
951 
902 


, 4 
THE BASIC 3 a 


909 
Each 900 Series Oven is com- 
posed of the individually con- 
trolled units above, either singly 
or in combination. 
Comptmt. A—Shelf Size—B 
Single 7 33x22" 42x32 less steel ports. 24° high, 2212 
Double 7’ 33x22 42x32 1 12 square, 8’ -12''-16"' openings, in 
*Single 12° 33x22" 42''x32 34,"' machined steel top. | 


ome A 33 « 22° shelves 
Fitted for extra removable shelf. B... 42’ x 32” shelves 


Zp> 


wDP>aob>wmbaodbahdhm>aop 
HM “wwe BNWNWWwnNN-= 


The PYRASTOVE 


Blodgett's revolutionary,new, all- 
ag ow stove. All-steel. Square. 

op heats 30°; faster. Rocket-to- 
whisper heat trom universal 3-ring, 
3-control burner, with 466 stain- 


> > 


7 
7 
7 
7 
7 
7 
7 
7 
7 
? 
7 
1 
1 
1 
1 
7 
1 
7? 
1 
7 
1 
7 
1 
7 
1 


» 
= 0D tO me me wt OD 











GENERAL DATA—Blodgett Ovens use manufactured, natural, mixed or liquefied petroleum gases. When 
ordering, specify type of gas, Btu. poate, _ specific gravity and pressure. Maximum , ee as follows: 
33’ x 22" x 7” section—20, “a me x 22’ x 7” double sections—27,000 Btu.; x 22" x 12” 
section—22, 000 Btu.; 42” x 32” pellied | Btu.; 42’ x 32” x 7” double ro ale” 000 Btu.; 


42” x 32” x 12” section —38,000 Bru 
OVEN CAPACITIES idan: saineiae iia THE G. S. 
6 12 


10” pie tins 


To ascertain capacity of any oven, mul- 
tiply number of decks in unit by capacity 
for appropriate sizes listed herewith. 
12'-high compartments are equipped 
for an extra, removable shelf. 

Sections are crated separately. Minimum 
entry clearance required for each section 
is as follows: 7” high sections—22'4"’, 
12° high section—27'y"', two deck 
section—31!2 


18 x 26 bun pans 1 
1 Ib. loaves 12 
9 x 7 roll pans 9 
19 x 4 pullman loaves 8 
Cup tins (13x 1012) 4 
200 steam table pans 2 
#3 bean pots 8 
5” round casseroles 24 
Potatoes -60 30 
Potatoes «140 70 
Roast pans (standard) 1 


BLODGEIT 


COMPANY, INC. 
50 
LAKESIDE AVE. 
BURLINGTON 
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Joubt no more —~ 


‘ait no longer —~~ 


e for yourself in a matter of seconds how 








Ne‘cent INTENSIFIES THE NATURAL 





FLAVOR OF FOODS 


NET wri4 OUNCES 


Ac cent is perhaps the most unusual item 


in the food world today. Not a flavoring, 
not a condiment, adding no flavor, aroma 
or color of its own, it deans out the 


MAKES 


natural flavor of the food itself. It requires 
FOOD Flavors near g 


no change in regular recipes: you prepare 

and cook as usu simply add a CRYSTALS OF 994% pune 

Ac'cent MONO sopium GiuTamaTs 
Definitely proved is the interesting <<a 

fact that Ac’cent hel; » CONS flavor i Amine Products 
guards against flavor-l n walling, SMUMAMONO Hees & cherie 

heating, serving Vu 
Ac’cent is a 99+ pure MSG— mono 

sodium glutamate in crystal form. Scien 


hat, unlike any seasoning Known, / : 
cca; aa oe / Mail the coupon below— 


Ac’cent urges the taste buds to a quick, 


intense ind sustaine / appreciation of food 
rae m / make this convincing test! 
Ac‘cent is effective in 1 wide variety of ‘tia dain cae a Pinas astea is st eee Reena 
foods 7 ats poultry seafoods, in kettle nto one the cur d ; teaspoon 
pravie getables, sauces and Past th cuy yu Ww imme 
mately nd surely detect the t t 
dressings perro Ars i age “noes: = 
there will be no comparitsor 


soups 


between the two! If, after mak 
/ ins this test, you can say that 
there is not a pronounced differ 
ence in the taste of the two cups 
of soup, return the canister of 
Ac‘cent, and your money will be 


/ refunded at once 


/ 


Amino Products Division, Dept. MH-10 
International Minerals & Chemical Corporation 
/ 20 North Wacker Drive, Chicago 6, Illinois 





Please send me a trial canister (4 ounces) of Ac cent 90c. Check 


Name 


flavors sing / cae 


/ City & State 


/ Associated with 
/ 


le ee ee ee 


(Institution or Company) 


Ros eee ee es es crs cee me me ee me ee es ee ee ee ee ee ee ee a a ed 
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Fund Raising 


[oom] 


For a Guarte er century our (am 


| 
eeded not only 


|| 
CHARLES A. HANEY 
Q ASSOCIATES 


) Walnut St . Newtonville, M 





——— a 


SPECIAL PACK 


SHAKE We! sia 
| 1305 (ASSORTED) 
500 of a KIND (5 KINDS) 
KEEP IN REFRIGERATOR 
3097 











for $2.00. 
1000 of a KIND 60¢ 


We'll Pay the Postage if You 
Remit with Order. 


EVE DROPS FL CANNOT REFIL 


3150 


EAR DROPS SEAS AGARGLE USE AS A GARGLE]) 
NOSE DROPS BEFORE MEALS: [BEFORE MEALS J} 


1577 


[AFTER MEALS 


872 




















Complete line of boxes and labels for pharmacy use Write for catalog 
4124 PENN ST. LOGAN 7522 
wEsTPoRT STATION P.O. BOX 5925 
KANSAS CITY 2, MO. 











AMERICA’S HEADQUARTERS 
for FOOD hyo t EQUIPMENT 


The big. block-lo is more and more 
t ming the shoppin f the country 

4 ON has the il 

faster. The efficient 

ECEIVING DOCK, largest of 

DON EXHIBITION “HALL 

fee ect and have 


hn every item é 
NEY BACK. DON has just a! 
fc rsu e 

Sch 

peopie € 

"Watch, for the 
DON 
you 


EDWARD DON & COMPANY 


2201 S. La Salle Street Dept. 14 Chicago 16, Ill. 


that’s why 


Cosilanenial 
liffee 


COSTS YOU LESS! 


CONTINENTAL COFFEE COMPANY 
CHICAGO 90, LLL. 
BROOKLYW 1,4. Y PITTSBURGH 22, PA 
TOLEDO 1, OHIO 
importers, Roasters—Member: New York 
Coffee & Sugar Exchange, Inc 
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4-SLICE MODEL 1D2 
Toasts over 250 slices per hour 


$99.50, Fair Trade Price. 
Fed. Excise Tax Incl 


A Toaster for every Hospital Need! 


FOR THE MAIN KITCHEN .. The 16-slice, 
Model 4-1D2-D (above), is ideal for hospital 
main kitchens. That's because it has plenty of 
toasting capacity pops up over LOOO slices 
per hour! 

$410.00, Fair Trade Price. 


hed. Ix 


FOR THE DIET 
KITCHENS 
The 2-slice, Model 1 BB4 
(right), is perfect for diet 
kitchens. It pops up over 
125 slices of toast per 
hour. Equipped with cord 
to plug into any wall 


outlet 


$52.00, Fair Trade Price. 


(Fed. Excise Tax Incl 
“Of course... a8 Electric {* 
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TOASTMASTER TOASTERS 
come tnt x zed Lo suet every 
hospital... large or small! 


WHATEVER YOUR HOSPITAL'S SIZE, there's a ‘““loastmaster” Toaster 
to fit vour needs. Sizes range from the 2-slice model on up to the 


16-slice—with capacities trom 125 to 1000 slices per hour 


HERE 1S TOAST THAT'S pertect every time No s¢ raping, no retoast- 
ing, no time lost or bread wasted. The “Toastmaster” Toaster is 
completely automatic, requires no watching. no waiting. Bread 
is simply dropped into slots—the lever is pressed down—and 
when done to perfection, toast pops up and current shuts off. So, 
your personnel can make toast while attending to other duties 
THIS TOASTER GIVES you Operating economy, too It needs no pre 
heating. It uses current only while toasting ... and each pair of 
slots is individually controlled. So, it saves on electricity. 
SOLID, HEAVY-DUTY CONSTRUCTION vives the “Toastmaster” Toaster 
that extra margin of strength to meet the demands of institutional 
use. Its extra-thick chromium-plated finish is durable and easy to 
keep clean. 

TRY PUTTING A ““Toastmaster’’* Toaster on diet-kitchen duty. You'll 
be happily surprised at the time and steps it saves. More and 
more hospitals are constantly supplementing their main-kitchen 
toasters in this manner. See if you, too, don’t discover that less 
time is spent on tood service—more, on other tasks. Call your 


food-service equipment dealer, today 


TOASTMASTER 


surseer® TOASTERS 


Dept. G- 109 
TOASTMASTER PRODUCTS DIVISION, McGraw Electric Company, Elgin, Ill 


send me complete information on “Toastmaster” Loasters 
Send me complete information on “ Loastmaster” Roll and bkood Warmers 


Name.... 


Institution 


My Dealer's Name 











Canned Foods as a Source of Riboflavin 


(VITAMIN B2) 


No. 4 in a series which summarizes the conclusions about 
canned foods reached by authorities in nutrition research 


Riboflavin is a “‘nutritional well-being” vitamin ess of all active cells. 
and the amount of this nutrient in the food Since riboflavin is present in only small 
consumed plays an important part in general amounts in most foods, a variety of foods should 
health, efficiency, and vigor. (1) A deficiency be consumed daily in order to insure an ade- 
usually results in cheilosis and characteristic quate intake. Liver is the richest source; milk 
ocular symptoms. is the most common source, followed by cheese, 
Riboflavin is very widely distributed over eggs, meat, fish, and green leafy vegetables. 
both the plant and animal kingdoms although 


in relatively small concentrations. (2) It is a 


Heating does not destroy riboflavin; con- 
sequently, canned foods retain in good degree 
9 


the nutrient found in the raw product. (3) A 


part of an enzyme system essential in tissue 
number of commercially canned foods are sig- 


respiration and it has been suggested that ribo- 


flavin may be involved in the metabolic proc- nificant sources of riboflavin. (4 


Percentage of Recommended Daily Allowance* in 4-oz. (113 grams) Serving (4) 


(Based on analysis of the entire can contents) 


¢) 20 40 60 80 


Evaporated Milk 0.324 
Sardines in 

Tomato Sauce 0.246 
Mackerel 0.224 
Salmon 0.179 
Pork Luncheon Meat 0.160 


Sardines in oil 0.157 
Tuna 0.157 
Spinach 0.106 
Asparagus, all green 0.104 
Turnip Greens 0.101 


Rese 


Chen no , or 3) 1944. Rose's Foundation of Nutritior MacLeod and 


1943 uti 
Page 316. MacMillan, New York 


Sherman. Page 
\ 4, 1947. The Canned Food Reference Manual. American 


194 Cher r amins. 
New York Can Company. Adapted from pages 249, 250. New York 


H. R. Rosenberg 








fcANcO] AMERICAN CAN COMPANY «© 230 Park Avenue, New York 17, New York 


aS fs The Seal of Acceptance denotes that this advertisement has 


<S i i 

: : been reviewed by the Council on Foods and Nutrition of the 

A ; American Medical Association and has been accepted by then 
. & 


rar 


The MODERN HOSPITAL 





Portion Control Means 


Calory Control 
Plus 


Orerat Gevsiexe) 


A sharp, for clean, accurate slicing. Eas tl : dible pi Yermanently attached sharp 
ily taken down for cleaning. Dependable in nat l asy to b p a razor-keen edge or 
vic 1a\ and day-out. These are qualities of th yn ¢ | knit Receiving tray Is re 
805 Slicer that have won instant appre transporting slices and 
nospita and Institution Kitcener Ar lio dial’’ which make 
of performance and reliability are cK, easy and 
listinguishing marks of the entire U. S. 
food machine For portion control that will delight your dieti- 
Compact, good-looking and economic: t tian and your auditor as well, mail coupon now 
Model 805 provides fast, effortless slicing of hot for your free copy of the Food Cost Control Card 
or cold boneless meats, vegetables Chect 


nformatior 


U. S. SLICING MACHINE CO., INC., La Porte, Indiana 


FREES 


U.S. Slicing Machine Company, Inc., Dept. MH, La Porte, Indiana 
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PROMETHEUS 
FOOD 
CONVEYORS 


Bie D 


THERE IS A PROMETHEUS CONVEYOR 
FOR EVERY FOOD DISTRIBUTION PROBLEM 


No matter what your food conveyor prob- 
lem may be, PROMETHEUS has a model 
to meet your requirements or will design 
a special conveyor to fill your individual 
needs. The engineering and manufactur- 
ing experience of our organization is at 
your service for this purpose. 
PROMETHEUS conveyors are scientific- 
ally designed for greatest efficiency in 
practical day by day operation. They are 
strongly built of the finest materials and 
will give many years of satisfactory serv- 
ice. Backed by 40 years of experience, 
PROMETHEWUS food conveyors have no 
superior. 

FPROMETHEUS conveyors are attractive 
in appearance, compact in size, easy to 
handle, economical in cost, economical to 
operate and use a minimum of current. 
Approved by Underwriters Laboratory. 


Send for descriptive circular giving full details of 
various designs, capacity and special features. 


aes 


Standard Model No. 1038 
Serves 60 to 110 Patients 





a ey 

PROMETHEUS electrically heated tray 
conveyor. For central tray service or spe- 
cial diet service. Sturdily constructed, at- 
tractively designed and extremely mobile. 
PROMETHEUS tray conveyors offer the 
perfect solution to many hospital prob- 
lems of food service. 





PROUMETHEUS ELECTRIC CORP., 401 WEST 13TH ST.. NEW YORK 14, N. Y. 
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SWING-WASH 


NEWEST THING IN DISHWASHERS! 
A CLEANER DISHWASHING ACTION! 


ie 


rid 


Univewul | | | K| 


You wouldn't buy a car unless it had top-modern driving 
features—see to it that your new dishwasher has the latest 
in cleansing features. 

Swing-Wash* (exclusive to Universal) is the most 
important improvement yet to be made in the modern 
commercial type dishwasher. *4¢ 

Swing-Wash* Action swings the basket of dishes back and forth aii Swings tage. win yt 
through a powerful wash spray—cleans from every possible angle— ae BACK AND FORT a 
reaches every square inch of dish surface—produces the kind of thor- 
ough cleanliness that Board of Health inspectors like to see. 

The Universal Swing-Wash* feature is available in Models HD, 
M and E single tank, door machines; also in certain automatic con- 
veyor type machines. 

The complete Universal line comprises 18 DIFFERENT SIZE 
MODELS—permitting you to pick just the right economy-size. 


niin a aan 








18 MODELS TO CHOOSE FROM, CAPACITIES FROM 
625 TO 15,000 DISHES PER HOUR 
For information on Swing-Wash* Action and on the regular Uni- 
versal models, write for descriptive literature. 


—— 


*Potent Applied - ae aaa) 
ema] 
= TOMATIC BOOSTER 


Low COST AU 


FOR FINAL RINSE __— 
___FOR FINAL 


anti 


Universal offers a built-in thermostatically controlled, electrically heated 
booster for gas or electric machines. Gives a 35- to 40-degree rise in one 
minute. This is an optional feature, priced to offer you big booster equip- 
ment savings. * 


% FOR YEARS, HEALTH AUTHORITIES HAVE ASKED FOR AUTO- 
MATIC BOOSTERS TO DECREASE BACTERIA COUNT. UNIVER- 
SAL IS THE FIRST COMMERCIAL DISHWASHING MACHINERY 
COMPANY TO OFFER THIS NEW, AND MUCH-NEEDED FEATURE. 
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HAPPY FAMILY LANDINGS! 


THE ALL-FAMILY DRINK! 





Sparkling 7-Up takes an active part in 
family fun. Its good cheer and fresh, 
clean taste appeal to all members of 
the family —all ages, from the oldest 
to the very youngest. 


SO Lipté... 50 G00)». 
So wholesome 
Jor everyone! 


Yiu like tt rt-likes you 1 Megs 


\ p> “Py oe 
free S 
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THE PATIENT’S DOING FINE 


with a 


STANLEY 
BEDSIDE COMPANION 


Let the patients help themselves. They're sure to enjoy it with 
Stanley service. These graceful pitchers hoard liquid temper- 
ature for hours ... keep beverages refreshing to the last sip. 
With a Stanley Vacuum Pitcher or Servitor to brighten the 
sickroom, constant refilling becomes unnecessary. Nurses 


are saved extra steps and precious minutes every day. 


Stanley pitchers are easy to sterilize. Boiling water cannot 
harm the lining nor tarnish the cheerful chromium-plated 
outer shell. You’re assured years of service and luxurious 


beauty with Stanley. Remember. “It will not break.” 


STANLEY 


“IT WILL NOT BREAK” 


Chromium-plated 
VACUUM SERVITOR 
24-02. capacity 


@ Crack-Proof and Chip-Proof, 
Nothing to Break 


@ Do not Require Replating 
nor Constant Polishing 
Chromium-plated j 
VACUUM PITCHER ; . ag @ Stainless Steel Lining 
er - Prevents Metallic Taste 
capacity 7 
@ All Seams Are Air-Tight, 
Water-Tight 


for canuine srameeys-ee--~ STANLEY INSULATING DIVISION 


LANDERS, FRARY & CLARK 
New Britain « Conn. 
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a ee TEST REVEALED 


Wet me wegl 


Ml I) / OWOr iad 


Yes, that’s what throat 
specialists reported 
after making weekly 
examinations of the 
throats of hundreds of 
men and women from 
coast to coast? who 
smoked Camels, and 
only Camels, for 30 
consecutive days. 


~ 


According to a Nationwide survey: 


fy Dp mole Coucole- 


rurnisn ¢ pomesnic than any other cigarette 
(D 


CIGARETTES When three leading independent research organizations asked 113 597 








doctors what cigarette they smoked, the brand named most was Camel! 
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THE FINEST PITCHERS MADE FOR HOSPITAL USE 





#1802 
2%, QUARTS 


#1803 #1801 
31, OUARTS 14 QUARTS 


N THE design of each CRUSADER Stain- 
less Pitcher there is incorporated not only 
beauty and grace, but durability and econ- 
omy. This is due to seamless stainless construc- 
tion and tubular handles, topped off with the 
well known CRUSADER Satin Finish inside 

and out. 

#1804 


UARTS 
i Built to withstand hard everyday 


usage in all departments. 


#1806 
52 QUARTS 


Pitchers are but one of the many 
CRUSADER Stainless Utensils de- 
signed for hospital uses. 


Backed by Consult your Equipment Supplier Today! 


"Nearly 100 years of Compare Prices 


LEG Craftsmanship!” Then Buy CRUSADER STAINLESS 
and HAVE THE BEST. 


CRUSADER Stainless WARES 


LALANCE & GROSJEAN MFG. CO. WOODHAVEN 21, N. Y. 





for the 
PHYSICIAN <s@ 


) ‘ 
I HYSICIANS and hospital superintendents find two qualities 
of Glasco Glassware particularly valuable. First, the design. 
Each piece has been fashioned so that it is easy to use. easy 
to keep clean, and fits its job exactly. Then, too, careful 
annealing and sturdy walls give it long life that means definite 
savings 

These features— and many more—are making Glasco Glass- 
ware first choice in more and more hospitals. You'll find it 


worthwhile, too, to specily (;lasco whenever vou need glassware. 


GLASCO PRODUCTS CO. 


ll! NORTH CANAL STREET, CHICAGO 6, ILLINOIS 
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40 years a Weck craftsman. 


Edward Weck, Founder, 1890, 


NEW INSTRUMENT—the new screw-pin with detactahisaiveike tt cebaicaiae 
hip fractures was originated by Dr. C. B. Strauch, Hazel Green, Wis., and it © 


is applied throuh the skin, jst ae easily as a Steinmann pin. The shaft can realy es 


be separated from the threaded part, leaving the screw in place. 
No cast or external fixation is necessary. 
Fracture of the hip occur: atly in elderly folks, who do not tolerate 
operations any too well, so thi V 1) Riper in. sgenaind pean 
to the Orn. They are agains n 
This pin can be used by ¢ a 
NEW MATERIAL—but to mi i eat thaae acts Wie ina 
¢ ert Soom This his be alloy > 


late Edward Weck. Another ins’ 
pretend to sell a dollar's worth for fi 
can feel sure of receiving, at all times, 
FREE UPON REQUEST—a reprint of Dr. 
which appeared in the August 1948 teeny 0 
Or, better yet.order with the - 
holding rods; 2 4” screw pins, 2 ANT 
Steinmann pins 3/32 size, for gs 
workmanship and sorvige by the 


EDWARD WECK & CO., INC. 


Manufacturers of Surgical Instruments 
SURGICAL INSTRUMENT REPAIRING © HOSPITAL SUPPLIES : 
135 Johnson Street - Brooklyn 1, N.Y. FOUNDED 1890 


d 
/ 
i 
4 
| 
| 





for a wider margin of 
Clinical safety, specify 


d-tubocurarine Chloride Solution CUTTER 


@ Maximum pentothal - curare 
compatibility 


@ 99.7% chemical purity accurately 
Standardized by weight affords 
@ greater dosage accuracy 
@ more definite physiological response 


@ No refrigeration required 


cd -tweecurarine Chloride Solution 


CUTTER 


Write for free booklet ‘‘Curare Chemically Pure’’ 
Cutter Laboratories, Berkeley 10, California, Dept. «-54 





Users of Berbecker Needles 


eaqgques 
with a hospita 


the world 


The twenty-story building, with 
entral tower and four wings 
reaching skyward, was desiqned 
by Thielbar and Fugard. It con 
tains 5 elevators, 618 beds, 16 


rooms and equipment 


perating 


WESLEY MEMORIAL 
HOSPITAL 


reach of every patient HICAGO, ILLINOIS 


for serving 3,600 meals daily 


placing the most advanced serv 


JULIUS BERBECKER & SONS, INC 
15 E. 26th St., New York 10 


BERBECKER ~ 
SURGEONS NEEDLES 


MADE IN ENGLAND 
FOR THE SURGEONS & HOSPITALS OF AMERICA 





Evenflo — Ideal For Premature and Normal Babies 


America's 


*% 
Even O Most Popular 
—e Nurser 


Modern Evenflo Nurser ts 
commended by doctors and 
nurses for its better nursing 
action which helps babies fin- 
ish their bottles better. They 
like its nipple, bottle, cap all- 
in-one which sanitarily seals 
nipple and formula. Write 
for special prices to hospitals 


Dept. M. THE PYRAMID RUBBER CO 
Ravenna, Ohio 


T BREATHE 





EXACT 
STERILIZATION 


FOR POSITIVE 
STERILIZATION 
STEAM-CLOX are the on/y cor 
ATI trols that determine definitely 
Time, Steam, Temperature, ind: 
cating the success or failure of 
your sterilizing technique You 
know, positively, if every pack is 
absolutely sterile. STEAM 
CLOX are automatic, certain. Ab 
solutely will not react to dry heat 





STEAM-CLOX record 
sterilization in un 
mistakable color 
changes 


FREE 
DEMONSTRATION 








SUPPLY 


STEAM-CLOX make your hospital error-proof in this 
vital department, and at a cost of only 2%ec per pack 
Write today for ample free supply for proving in your 
own autoclave. See for yourself why so many hospitals 
use STEAM-CLOX 

ASEPTIC-THERMO INDICATOR COMPANY 
Dept. 2, 5000 W. Jefferson Bivd., Los Angeles 16, Calif. 


(STEAM: CLOX 
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A PROVED SYSTEM 
OF IDENTIFICATION 


(Adults and Babies) 


USED BY MANY 
LEADING HOSPITALS 


A Soft Pliable Bracelet 
Contains Patient’s Name 
(Permanently attached to 
patient's wrist) 


The Presco Identification System is the FIRST new 
practical system of identifying hospital patients, 
both adults and babies. It is used in over 20°, of 
the hospitals today. Easy to use .. . a soft pliable 
bracelet contains the patient's name and is slipped 
around the wrist or ankle. It is one sure way of 
identification. 


HOW IT WORKS 


Contains all the necessary materials to make 144 
bracelets. Adjustable strips fit any size wrist. 
Name cards are slipped into the transparent plastic 
bracelet. There is room enough to include such 
identification as the patient's address, physician, 
fingerprint, etc. It cannot come off unless it is 
cut off. 


IDEAL FOR ADULT PATIENTS 


All hospital administrators are familiar with the 
possibility of mistakes in giving medicines and 
treatments, in removing patients from original beds 
without proper transfer of bed tags, charts, etc. 
and mistakes caused by ‘‘drowsy'’ and foreign- 
nationality patients who fail to understand ques- 
tions being asked. The Presco Bracelet is recom- 
mended for use in multiple-bed rooms, surgical 
cases, pediatrics, the morgue, and many other ap- 
plications 


ples, write? 


sam 





PAT. PEND 


BRACELET 
MEASURES 
4’ WIDE 


BUY THIS COMPLETE KIT: 


This plastic kit contains all necessary materials, including: 144 
complete bracelet-anklets (72 blue and 72 pink . adult 
bracelet also comes in all pink, all blue and all white), | pair 
4'/," (chromed) surgical scissors, 2 pencils $59.75 
Refills are packed as follows: 144 complete bracelets packed 
$43.20 


same as above 


IDEAL FOR BABIES , . 


The Presco bracelet is quick- % 


ly applied in the delivery 
room .. . cannot come loose 
or slip off. Eliminates in- 
ventory of beads in differ- 


ent initials, etc. Makes the 


~> 
€: h ; 
“Rey 


Se 


nurse'sjob 
easier. It pro- 
vides a keep- 
sake for the 
mother. 


For ORDERS contact any one of these distributors: 


A. S. ALOE COMPANY 
1831 Olive St., St. Louis 3, Mo. 


AMERICAN HOSPITAL SUPPLY CORP. 
2020 Ridge Ave., Evanston, Ill. 


MEINECKE & COMPANY, INC. 
225 Varick St., New York 14, N. Y. 


WILL ROSS, INC. 
3100 W. Center St., Milwaukee 10, Wisc. 











A VITAL FACTOR IN 
THERAPY 


THE WANDER COMPANY,360 N. MICHIGAN AVE., CHICAGO 


Calling 


Three servings of Ovaltine, each made of 


Y2 oz. of Ovaltine and 8 oz. of whole milk,” provide: 


“Based on average reported values for milk. 
Two kinds, Plain and Chocolate Flavored. Serving for 


erving, they are virtually identical in nutritional content 


“GRE LN TE TED 5 








The MODERN HOSPITAL 














Mf Maina L4 Wo 


In several investigations it has been demonstrated 
that Zephiran chloride is a fast acting antiseptic. 
It is potent enough to kill hemolytic streptococ- 
cus, staphylococcus, Escherichia coli and other 
pathogens after a few minutes’ exposure. At the 


same time, it is less toxic than mercurials. 


Fast acting, bactericz/a/ Zephiran chloride is 
eminently suited to both office and hospital prac- 
tice where speed of antiseptic action is so im- 


} Ortant 
For your office and hospital practice, SPECIFY 


Supplied as: Aquc 
gallon. Tinctur 


LU. 


October 1949 


Kill... 





ephiran 
chloride 
ANTISEPTIC 


EFFECTIVE - SAFE - ECONOMICAL 


WEW YORK 13, MW. Y. + WINDSOR, CANADA 
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International 


Centrifuges of 


77> 


Proven Pertormance 


When selecting your new Centrifuge—consider: 


| The reliability of the electric motor that drives it. 
The motors of International Size | and Size 2 Centrifuges 
are specially designed to provide the best possible drive for 
a Laboratory Centrifuge. They are manufactured entirely 
in our own shops. thus eliminating the possibility of obso- 
lescence through discontinuance by an “outside” manu- 
facturer. 


Phe range of its application. 

Interchangeable ACCCSSOTLes desivned spree ificalls lor lnter- 
national Centrifuges are available in wide variety. making 
the machines adaptable to practically every laboratory appli- 
cation. Your future requirements as well as your present 
needs should be considered. 


The relation of first cost to total cost. 
I Xpensive repairs can make a low first cost a high cost in 
the long run. International ¢ entrifuges are famous for thei 
ability to give vears of trouble-free service 


The reputation of the manufacturer. 

International's fifty vears of specialization in the manufae- 
ture of Laboratory Centrifuges is vour euarantee of 
unequalled performance 


INTERNATIONAL EQUIPMENT COMPANY 


1284 SOLDIERS FIELD ROAD, BOSTON 35, MASS. 
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Curity Cateut is 
Structurally Modern 





Cuiity 


Balanced Quality assures 
proper suture function 


@ adequate tensile strength 
ideal pliability 


Modern Technics Demand snemadiniaadia 


ideal strand surfacing 
Improved Suture Dependability absolute sterility 
minimal irritation 


dependable absorption through 


Yes, CURITY Catgut Sutures are on the beam! Right along 
uniform and total chromicization 


with advancements in modern surgical science, the quality 
of curRITY Catgut has soared to its widely recognized high level. 











Modern methods of chromicizing— total chromicization plus 
natural ply adhesion — as developed by CurITy Suture Labora 


tory, give surgeons a suture that provides not only predictable ORDER THROUGH 
ibsorption, but more than adequate tensile strength. Thus by YOUR DEALER 


choosing a CURITY Suture of the right size and degree of chromi- 


cization, your surgical staff can maintain effective wound 





closure within a wide margin of safety. 


Whatever the technic your surgeons employ, specify CURITY 
cuRITY Catgut e 
Curity Suture Laboratory unt y 
Cyr eae OMe, SUTURES 


Division of The Kendall Company, Chicago 16 
: e— ) 


SUTBRERESEARCH TO ESTABLISH A FINE BALANCE . Sterde Catgut a a 
6 OF WECESSARY CHARACTERISTICS 








eer N 6 
Tale is a Dangerous Agent 
SAFE SUBSTITUTE NOW 
in its present use asa & AVAILABLE AT COST OF 
ONLY 2¢ PER OPERATION 


‘ 


‘ urgical Glove Lubricant”! 





FOREIGN BODY REACTION not injure rubber gloves. It fits regular 


German found intra-abdominal O.R. technics. Costs less than 2 cents 


ranulomata which he proved came operation Bio-Sorb has been used 


m foreign body reaction to tale in 10 irs in several hundred 


ut of 50 unselected patients subjected ( ompl te literature mailed 


reque st 


SAFETY CONFIRMED 


repeatedly demonstrated De iid ak ae aed ele 
ol in mic t re 
f tal ' e, which ar that Bio-Sorb is safe have been con 


EFFECTS IN TIsSSLI notab esistant to > pro on o } , > 
a resistant to the pr duction of jirmed by Lindenmuth’ and Mac- 


. . 1 » » 
Tale consists chiefly of mag- by injecting 2ec. of a 5 Oniddy.* Postlethwait et al! concluded 
‘ 


saline suspension of the ye wder intra hat “tale is a dangerous agent in its 
| 


ulomatous reactions in tissue. peritoneally, and has stated that “th present use as a surgical glove lubri 


nesium silicate. It causes gran- 


“eo ; ; H wees ; ‘ \ ave sl veo anno ssibly per . , ‘6 , 

resulting in intra-abdominal werage irgeon cannot po ibl per cant. and stated that “a modified starch 

‘ al spel » ; 7 - ! r se t F » ‘Ti \ , } 

adhesions, persistent sinus for- rm this¢ xperiment ind ever afterward nascar bRto Serb) ahioh is abeonbad 
ati . i » lace ti m powde ; ! ¥% 

mation, or nodules in the we talcum po der with equanimity with little or no reaction is again sug: 


wound. “ue sted as a satistactory substitute for 


tale.” 
“ , REPLACEMENT 
In plantation of clove powder may 
As a replacement for tale. a 


I 


weur from unwashed gloves. pertora eel 


spill on to sponges wholly safe and efficient dust- 
nents. and suture material ing powder is now available. 
orne route This new powder, called Bio- 
Sorbh, is a mixture of amylose 
and amylopectin, derived from aes 
SERIOUS COMPLICATIONS cornstarch, with asmallamount ' = : "G “ : = — 
a Se ee eee of magnesium oxide added. It 
eres 2 is treated physically and chem- 
‘i abies ‘ati ically to assure good lubrica- 
oe tion after sterilizing. 


she “u that the 


OMPATIBLE WITH TISSUT 
Bio-Sorb is compatible with bods 


-sues and is rapidly absorbed. It does 





BIO-SORB POWDER 
BRAND OF STARCH DERIVATIVE DUSTING POWDER 


frailable from Hospital and Surgical Supply Dealers 


MEDICAL no? ETHICON SUTURE LABORATORIES, DIVISION OF JOHNSON & JOHNSON, NEW BRUNSWICK, N.J 
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a Of ifgmediate importance to you 
HOSPITAL PHARMACIST 


In spite of the current spiral of inflationary costs, 
TEL-O-SEAL CONTAINERS your skill plus Fenwal Equipment and Technics can 
For LV. solutions. Permits rou- effect drastic reductions in the cost of intravenous 


tine sterility check during stor- solutions for your hospital 
age period. Available in 350, q 
500, 1000, 1500 aind 2000 ml. 


sizes. 





FENWAL ASSURES SAFETY, 
ACCURACY AND CONVENIENCE 


Standardized equipment and technics which cover 
every phase of I.V. therapy; sterile water procedure; 


preparation of antibiotics in solution. 


Specially designed Pyrex Brand glass containers 


from 75 ml. to 3000 ml. Six practical sizes that accom- 


modate interchangeable hermetic seals. 


_—S 3 Reusable vacuum closures. 


POUR-O-VAC CONTAINERS Automatic washing and filling equipment and acces- 
For sterile water and saline sory apparatus 
technics. Available in 350, 500, . 


1000, 1500, 2000 and 3000 ml. 
A background of 10 years of satisfactory operation 


s1Zes. 
in many leading hospitals throughout the world. 


FENWAL offers to hospital pharmacists, by virtue 
of their scientific training, experience and position, 
the means of effecting substantial and immediate 
economies for affiliated hospitals... and in addition 
... the opportunity to enhance the prestige of their 


pharmacy services. 








Heaoauarters FOR SCIENTIFIC 
GLASS BLOWING, LABORATORY 


AMP-0-VAC— AND CLINICAL RESEARCH AP- 


© Fenwal representatit 
, we The Reusable Ampule PARATUS, REAGENT CHEMICALS 
are equippe d to assist 





vou in the selection, in Reduces the waste of novocaine 

and similar medications by per- 
mitting periodic withdrawals as ORDER TODAY or write today 
required without exposing bal.- for further information 


ance of contents to air. Con- 


ee me tainer and hermetic closure MACALASTER BICKNELL 


may be repeatedly sterilized. 


Available in 75 ml. size only. COM PANY 


43 Broadway Cambridge 39, Massachusetts 


stallation and operation 
of equipment best adapt 
ed to meet the volume 
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ANNOUNCING 
THE KIRBY-THURSTON CHOLELITHOPHONE 


For locating gallstones 
at time of operation 


More sensitive than 
rubber gloved fingers... 


More reliable than 
grasping forceps... 


ANOTHER NEW ly 
INSTRUMENT BY- illing 


George AP 4 F Wing and Oba E omfrany 


3451 WALNUT STREET 
Philadelphia 4 
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USE NON-PYROGENIC SUTURES 


Post-op fever in clean cases can be caused by sutures—but rarely 
by CHAMPION non-absorbable sutures. There are two prime reasons 
1. Champion non-absorbable silk sutures are always 
sterilized by heat 
2. Champion non-absorbable silk sutures are not digestible, 
therefore, no allergenic irritating products of protein 
hydrolysis are released in the wound 
CHAMPION Serum-Proof Silk sutures have both advantages. Sutures 
designed for buried suturing are dispensed on spools and have no 
contact with chemical irritants. Secondly, there is no enzyme in the 
human body capable of digesting silk. It is truly non-absorbable 
To help avoid post-op fever due to suture chemicals and protein 
hydrolysis, specify CHAMPION Silk Sutures. Gudebrod Bros 
Silk Co., 225 W. 34th St., New York 1 


CHAMPION-PARE 
SERUM-PROOF SILK SUTURES by 


Makers of DERMAL, COTTON and other CHAMPION SUTURES @ 
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WHITE KNIGHT BLANKETS 


50% WwoOoL 
50% COTTON 


thy 
* 


_ RE are blankets and blankets . . . all grades, all prices. But there is only 
ne WHITE KNIGHT blanket the blanket among blankets! The 
Blanket that has been selected specifically for hospital service; ¢He finest blanket 
of its type available: sHe blanket that will give long and satisfactory service; 

blanket that's nice to look at and warm and cozy to snuggle under. The 


blanket that combines, in perfect balance, the advantages of wool and cotton 


50% wool, 50% cotton. The blanket that's priced for hospital budgets. 
‘es. you'll be needing blankets — WHITE KNIGHT Blankets. Attractive 
and practical plaid pattern; individually packed in a bag. Size: 66° x 84”, 


Weight: 2! bs. each. Colors: Blue, Cedar, Rose, Green. 


2/4 il 


“nia, ibs 


WILL ROSS, INC. @) wisconsin 


Manufacturers and Distributors of Hospital and Sanatorium Supplies and Equipment 
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By keeping the incompatibles apart, 








- f/ 
\ | | 


A rs 


YOU CONTROL 
THE STABILITY 


New convenience and flexibility in B complex parenteral ther- SPECIFY 
apy. Bejectal contains all five major vitamin B complex factors 
in a sterile solution. Chart shows how you can control stability 
for complete or partial use as needed. Bejectal is supplied in 
10-cc. combination packages through prescription pharmacies. 


ABBOTT LABORATORIES +» NORTH CHICAGO, ILLINOIS Abbott's Injectable B Complex Vitamins 


AT ROOM TEMPERATURE 


STABLE—Indefinitely STABLE—Up to two months STABLE —Indefinitely 
— 4 


4 a 
k 
Ne = 
— 
| uNoreNeD | “= 
Bejectal remains stable indefinitely 


When mixed the solution contains 
Per Vial(10 cc.) 


Thiamine Hydrochloride. 100 mg. 

Riboflavin —— | | MIXED | 

PIOOMDAER EDs 2:2 + 0:6:0.0:2:4'2 «7 SO Ge This is the best way to prepare When you expect 10 cc. tolast longer 
PIRROIAE AYERENONOD: «+ IO Bejectal when you expect to use the than 2 months, this is the best way to 
Calcium Pantothenate.......50 mg entire 10 ce. within 2 months. Simply wie aiachil: Hor-anamela; sieaster 
in Weter tor Injection U:S.P. withdraw 4 cc. of the contents from you want to inject a | cc. dose, simply 


the small vial with a sterile syringe withdraw 0.4 cc. from the small viai 


Benzyl! Alcohol, 0 9%, is added asa 
and transfer to the large vial. Shake and 0.6 cc. from the large vial. Unused 


preservative since the mixed solution 


is for multiple doses and Bejectal is ready for instant use portion remains stable until needed. 
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POSITIVE mattress 


PROTECTION 


and greater patient comfort 


with this 


VINYL PLASTIC 
MATTRESS COVER 


made of Firestone Velon 


These covers are neat, economical and time saving 
can be put on the mattress quickly, without removing 


patient—covers the entire top, sides and ends of the 


mattress with easy to slip on corners 


dela itlaiil Tam labiclaileiile ial PILLOW COVERS 
with full zippers also avail- 
able in the same material 


ALSO YARD GOODS 


a 


HYDRO-TEX CORP. 


564-70 W. ADAMS ST., CHICAGO 


Power Failure 
Insurance! 


FAIRBANKS-MORSE 
GENERATING SETS 


SE 


: rey im 
9 


Be prepared to meet costly, dangerous power interrup. 
tions. Fairbanks Morse generating sets are made to deliver 
the power you need indefinitely. Models are available in 
A.C., D.C. or A.C.-D.C 
automatic controls, in capacities from 350 to 35,000 watts. 
For full information, see your Fairbanks-Morse dealer or 


mail the 


with manual, remote or 


coupon today 


HOSPITALS RELY ON 
EQUIPMENT FROM P]X 


ST. JOSEPH'S 
HOSPITAL 
South Bend, Ind. 


ALBERT PICK CO.INc. 


2159 Pershing Road, Chicago 9 
AMERICA’S LEADING FOOD SERVICE EQUIPMENT HOUSE 





WELD EDGE PLASTICS, INC. 


Originators of Electronically Sealed (Weided 


HOSPITAL ITEMS 


offers 


» 


A MATTRESS COVER 
which will Eliminate All Need for Rubber Sheeting! 
AROUND-END 


WELDED 
ZIPPER 


ELEC 
TRONICALLY 
WELDED 


CAN BE 
AUTOCLAVED 


ODORPROOF 
ODORLESS 


A Dozen Features Never Before Offered in One Article: 


The FIRST All-welded Zipper 
Hence 

The FIRST All-welded Mattress 
Cover 

100% Odorproof—Urine, Too ® 
Extra Heavy Pliable Plastic e 
Tough As Rawhide Yet Soft As 
Tissue 

Cooler Than Rubber by Lab ° 
Test « 
save $5.00 or 
Also with same specifications 


Pillow Covers—Uftility Bassinet Covers—Draw Sheets 


WELD EDGE PLASTICS, INC. 


DEPT. M 8-10 ALYEA ST. NEWARK 5, N. J 


@ Wrinkle-Free Because Tailored 
To Size 

Absolutely Waterproof 
Chemically Inert 
Unaffected by Soap 
Alcohol 

Unaffected by Age 
Completely Reversible 
bed! 


Water 


Use of this cover can more per 


Aprons 
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Meeting Your Need For 


More HOT PACKS 


Greater relief to more Polio sufferers in less time and with less labor is the 
priceless advantage the New Ideal Portable Electric Compress Heater brings 
to the overcrowded hospitals of today. 

Because the Ideal is readily portable, and provides easy, accurate control 
of temperature and condition ummpoaiee, it now is possible to administer 
complete treatment at the bedside, eliminating removal of patient or repeated 
trips between bed and source of compresses. 

The Ideal Hot Pack Heater was developed in collaboration with officials 
and staffs of representative hospitals. Their suggestions and requirements 
guided Ideal Engineers so that the long-desired unit squarely 
meets the vital needs of Polio treatment. 

It was thoroughly tested at hospitals specializing in Polio 
treatment. The photos on this page were taken in the hospital 
of the Toledo Society for Crippled Children where the unit is in 
constant use. 


® Readily portable 
—Can be taken any- 


where for bedside 


application. 


@ Simple design. 
Stainless steel con- 
struction. No moving 
parts. 


@ Witha minimum 
of work for the 
nurses and a maxi- 
mum of benefit to 
the patient The 
Ideal provides the 
most modern 
equipment for the 
vitally mecessary 
hot pack treat- 
ment, 


trolled 


Portable 
Electric 
Hot Pack Heater 


THE SWARTZBAUGH MFG. COMPANY 
Established in 1884 Toledo 6, Ohio 


Distributed by The Colson Corporation, Elyria, Ohio, The Colson Equipment and Supply 


Co., Los Angeles and San Francisco, Calif. In Canada, Canadian Fairbanks Morse Co. 
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183 | Polio Total Rises 


ANG? 


@ Easily con- 


for 


accuracy of 
temperatures 
and condition 
of compresses. 








Polio Rafe Still 














@ Newspaper 
headlines may well 
indicate an immi- 
nent urgent need 
for hot pack treat- 
ments. The Ideal is 
the greatest equip- 
ment yet invented 
for treatment and 
relief of Polio by 
the hot pack 
method. 





Mr. Dowds 


-.- about our No. 339 
Surgeon’s Gown. It’s 
practical and longer 
wearing. 


¥ 


arvin 


CORP 


eitzel 


TROY, NEW YORK 





HOSPO.-LITE 
A1 


< = ; 
By Appreciate by 


HOSPO.-LITE meets every requirement for a patient room 
light. The portable unit may be removed from extension arm 
for physician's or nurse's examining light. Snaps back on with 
9) lock . . . it cannot be knocked off. 
. An excellent night light, and for 


general illumination 


HOSPO-LITE 
clamps to any type 3 
bed without defacing 
finish Equipped 
with approved 8 
ft. washable rubber 
cord. Finished in stat 
wary bronze lacquer 
else available Portable 


Write TODAY for 
literature. 


in colors. 3 styles of 
standard sockets, or unit 
Under- removes 


writers approved here 


HOSPO ORGANIZATION 


1160 N. HOWE STREET ° CHICAGO 10, ILL. 
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WISE BUYERS 
CHOOSE... 


TAYLOR-MADE 
MATTRESS 


orc 7 f 
And Here's Why 

Save mattress wear 

Prevent soiled mattresses and absorption of odors 

Make beds more comfortable 

Launder well 

Keep beds fresh and clean 

Quality built — economically priced. 
Other Taylor-Made products for institutional 
use include mattresses, box springs, Holly- 
wood bed sets, living room furniture, quilts, 
comforters, quilted bed spreads and flame- 
proof Insl-Cotton insulation. 


fits 
TAYLOR BEDDING MFG. CO. 
The Worlds Largest 


IT'S BETTER MADE TAYLOR, TEXAS 











SHARE YOUR 


copy of The MODERN HOSPITAL 


with your associates! 


Those responsible for the efficient 
operation of the various services 
within the hospital will appreciate 
an opportunity to see The MOD- 
ERN HOSPITAL with its many 
helpful suggestions. 


Pass it around—share your copy of 
The MODERN HOSPITAL with 
those who like yourself want to 


make your hospital even better. 
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NATIONAL MECHANIZED ACCOUNTING 


often pays for itself 
in the first year! 


er hey’ 4 


And then goes on, year after year, saving you money. All bills are posted daily and are always in balance 
At the same time it gives complete, legible records. ..-neat, and easy to read...instantly available on 


demand. All printings are originals—and identical. 


The National Window Posting Machine operates No carbons are used. 


on both the all-inclusive rate and the specific service Ask your local National 
rate. In one operation, it posts the patient’s bill, the "ePresentative—a systems 

. ‘ analyst—to show you how 
account card, the journal sheet, and the posting 


much this machine can lower 
. ° e ACCOUNTING MACHINES 
voucher with machine-printed amounts. 


your accounting Costs. CASH REGISTERS © ADDING MACHINES 


THE NATIONAL CASH REGISTER COMPANY, DAYTON 9, OHIO 
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ONG AGO, he'd planned the year, the day, the hour of 
his retirement. 

But now, a year beyond that date, his desk is still open 
... the weekday trout still in the brook. 

What happened? Unexpected expenses . . . Nickie start- 
ing college . . . the last of Mom's hospital bills. He never 
really figured it out. But the happy day he planned was 
no longer in sight. 

A lot of years are getting away from a lot of people... 
because they don’t have a plan which helps them save 
money regularly. But there are people—millions in the 
country —who are making the most of the years, by invest- 
ment in United States Savings Bonds. 

It’s an easy, automatic way of insuring a financial 
future, thanks to two simple, automatic plans: 


1. The Payroll Savings Plan, at the firm where you 


are employed. You get a bond just as often as you like. 


2. If not on a payroll, you can get a bond every 
month, through the Bond-A-Month Plan at your bank. 


Don’t let another year—another moment—escape you. 


Sign up today. 


Contributed by this magazine in co-operation with 


the Magazine Publishers of America as a public service. 
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There's a Life Long Room Group to fulfil every 

hospital requirement and to fit every hospital 

budget... from the basic room groups to 

modern deluxe groupings like the CL-4 Group 


ROOM GROUPING “ssc 
SERVICE aot an aes Sala 


Write us direct for additional information 


from our factory service department. 


Sold Only Through Recognized Hospital and 
Surgical Supply Dealers 


Write for 


convenient 
Layout Sheets 
HARD MANUFACTURING CO. 
BUFFALO 7, NEW YORK 


HARD MANUFACTURES FOR HOSPITALS AND INSTITUTIONS EXCLUSIVELY 


Private Room Group CL4 
215 
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This book...in 10 minutes... 
prevented 1037 accidents! 








Reading time to learn how: 60 seconds 


Of course there was more to it than 
that. But it started when the office 
manager of a prominent company 
read a copy of Mr. Highy Learned 


About Floor Safety the Hard Way. 


In its pages he learned the solution 
to a long-standing problem: a waxed 
office floor hazard that was claiming 
4 or 5 slip victims week after week. 
The result: a way to keep his floors so 
slip-resistant that in five years since 
(when 1040 falls might have oc- 
curred) there have been only 3 slip 


accidents 


Walter G. Legge Co. Inc 
101 Park Ave., New York 17, N.Y. 


your Mr. Higby book. 


If you've searched for an answer to 
slippery floor accidents, perhaps this 
booklet can help you, too. In plain talk 
it explains the whys and wherefores 
behind the care of floors. It tells how 
to avoid slippery floors, and how the 
Legge System of Safety Floor Main- 
tenance can help you. And it shows 
you how to eliminate waste motion in 
floor upkeep to save precious dollars. 


How much is it worth to you to read 
this book? There's only one way to 
find out. Send for a free, no-obligation 
copy today. Just clip the coupon to 
your letterhead and mail. 


ele ttt Rhett tend | 


Please send me a free, no-obligation copy of 





Signed__ 


Title 


of Safety Floor 





Types of flooring 


Maintenance 





Area sq. ft. 


| itt ttt | 
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Lewencces 


New way to protect 
Operating Room Staffs 
from explosions 


A new device that assures dissipation 
of dangerous static currents in the 
operating suite has been introduced by 
Walter G. Legge Co., manufacturers 
of safety floor maintenance supplies. 

Called Nostat, the device is worn by 
personnel when in operating or anes- 
thesia rooms to prevent the accumula- 
tion in their bodies of large static 
charges that are responsible for many 
explosions. It is designed to establish 
a positive electric contact between the 
staff member's body and a conductive 
floor so that stored-up static charges 
in his body can drain off freely 
through the floor. 


CONDUCTIVE FLOORS NOT ENOUGH 
Conductive floors have been recog- 
nized by many hospitals as a valuable 
anti-static measure. But ther effective- 
ness in removing static currents de- 
pends upon all personnel and _ all 
equipment being grounded with the 
floor. Drag chains, wires, etc. ground 
equipment effectively. But until now 
no satisfactory method has been found 
to overcome the effects of rubber soles 
and heels, of stockings and of wax 
all of which 
insulate personnel from a conductive 
floor and prevent it from draining 


picked up on shoe soles 


static charges from their bodies. These 
dammed up static charges have been 
identified as the cause of 30% of op- 
erating room fires and explosions. 


HELPS CONDUCTIVE FLOORS WORK 
The Nostat Grounding Device was de- 
signed to give positive protection for 
personnel against static electricity. 
Small, light and designed for comfort, 
it consists of a circlet (a leg garter or 
waistband), a bead-chain that links 
with an adjustable shoe clamp with 
built-in button. Static 


currents exit from the body through 


floor contact 


the circlet, follow down the _ bead- 
chain and drain off into a conductive 
floor through the contact button. 
The Nostat Grounding Device will be 
sold only through sales offices of the 
Walter G. Legge Co., Inc. For litera- 
ture and prices, write ‘“Nostat’’ on 
the line for Type of Floor in the 
coupon at the left of this page, clip 
to your letterhead and mail. 
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——F : ‘ ‘3 aera 
As a result of a recent campaign directed by Ward, Wells & Dreshman, the GEORGIA BAPTIST HOS- 
PITAL in Atlanta, Georgia, was able to move forward with plans for the erection of the above new, modern 
addition, now under construction, total cost in excess of $3,500,000. 


This firm has conducted 18 campaigns in the City of Atlanta for various philanthropies, including $1,100,000 
secured for ST. JOSEPH'’S INFIRMARY. 


Experience Counts 


in hospital Ju nd-vaisin ig 


Over 40 years of experience lies back of every fund-raising 
effort directed by Ward, Wells & Dreshman. Hundreds of 
commendations by grateful hospital clients bear testimony to 
the quality of service rendered by this firm. This service is 
inspirational as well as efficient, reasonable in cost—creating 
lasting good will. 


Counsel without obligation is readily given to hospitals planning expansion, modernization, or new construction. 


BUREAU OF HOSPITAL FINANCE 
AVVO-N) 2 DING 3) OY Sh (cde DD 2D DUS) SOO Wy 


o115 R.C-A. BLDG. 39 ROCKEFELLER RLAZA~ NEW YORK 20.N.Y. 


Charter member, American Association of Fund-Raising Counsel 
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CHECK the SUBSTANTIAL SAVINGS 


Immediately Available with Modern 


HOFFMAN Laundry Equipment... 


A fraction of a penny saved per pound of laundry can provide the 
dollars not now in your budget for critical needs. This fact is being 
demonstrated daily by the hospitals who have installed modern Hoff- 
man laundry equipment. They cut their labor costs, their fuel and 
water costs, their floor space needs, and their expenses for soap and 
other supplies. The dollars and cents details for your operation are 
available with a Hoffman Laundry Engineering Survey. No obliga- 
tion — write now. 


\ 
- a 
UNLOADING “SILVER CREST” 


Cuts down pulling time and labor 
costs — cylinder raises hydraulically 
to deposit loads into extractor basket 
halves. Faster operation—more loads 
per day — saves floor space. 42-inch 
cylinder 


AUTOMATIC WASHER CONTROLS 


UNLOADING EXTRACTOR 


Reduces time and labor for- 
merly needed for loading 
and pulling. Loaded basket 
halves carried by electric 
hoist (from washer) quickly 
lowered into this extractor, 
then raised for dump-out at 
finishing tables. 


Conserve linen as well as water, 
soap and other supplies — by precise 
formula control. Fully automatic 
models give exact, measured injec- 
tion of supplies for any one of sev- 
eral predetermined formulas you 
select. No “over” runs, or amounts 
of soap, bleach, sour, blue, water 
and other supplies. Available with 
supply stand (for one washer) or 
with central supply system serving 
many washers. 


MBACGCHRIAE RY 
F CORPORATION 
s * 107 Fourth Ave., New York 3,N.Y. 


COMPLETE LAUNDRY EQUIPMENT SERVICE FOR THE INSTITUTION 
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THE MEDICAL BUREAU—Continued SHAY—Continued 


RTRSUREMCLE RSS sivisrestox-Awitansin oraneqor. ORTHOPEDIC. suMatON 


p. small hospita 
ADMINISTRATOR—Available; fifteen years ice sae 
experience planning and i rvising new c« 
organizing os pitals successfu ADMINISTRATOR~— La 
idee ‘nani of esGtadiiania MAGE: <o aole c WOODWARD MEDICAL 
Ange py oy Rota ll PERSONNEL BUREAU 
j ee er madi : ‘ (Formerly Aznoe’s) 
Ann Woodward, Director 
185 North Wabash Avenue 
ADMINISTRATOR jraduate 1 th Chicago 1, Illinois 
gt experienced i al 


FACHA; high reg 
Reg 


DIETITIAN —Tw HOUSEKEEPEI 


ne ye 


} nit pref 


EXECUTIVE HO 


isekee 


USEKEEPER — S« | yes \TI ATORY & X-RAY 
g directs three ye \ rHETIST Reg 
housekeeps bed |} ten ye ‘ 

LAUNDRYMAN 


oom 


MEDICAL DIRECTOR-—Eke i t 
nty anat n 125 bed t i knowledge REG I t X-RAY rPECHNICIAN 


years’ experier 
es of tube 


PATHOLOGIST— D 
FCAP ir 138 
LIBRARIAN ‘ 
RADIOLOGI 
INTERSTATE HOSPITAL 
AND PERSONNEL BUREAU 
Miss Elsie Dey, Director 
332 Bulkley Building MEDICAL PLACEMENT AND MAILING 
Cleveland, Ohio SERVICE 

UPERINTENDENT —_ Coll: educat { 
ears superintendent hed west t ta Mrs. Stewart Roberts R 

t ea ode a ae 768 Juniper Street, North East th 

i tls — Atlanta, Ga. 


HOSPITAL ADMINISTRATOR 
w r er i tantshiy M.A n Psyct gy: age 30; medical 
ADMINISTRATOR ati 
Hospital Administrat 
SHAY MEDICAL AGENCY 
RSING I ege Blanche L. Shay, Director 
ey iy pieataoKie tire 55 East Washington Street 
bed New York } t Chicago 2, IIlinois 


SCHOOL OF NURSIN« 3 ADMINISTRATOR Age 44; Degree 
t Re Ur t ; mares ; : ir 


\ or 


THE MEDICAL BUREAU 

Burneice Larson, Director 
Palmolive Building ADMINISTRATIVE 
Chicago 11, Illinois Degree in Busines 


pital i 
\NESTHESIOLOGIST Young pt al business manager, } ie relations; exceptior ' f 
ed Part I of Ame I t 
oer t 


ASSISTANT Awe 
A dministratior é ANESTHETIST 


Continued on page 220 





1Sc a word—minimum charge of $3.00 regardl of d ti No charge for ‘“‘key’’ number. Ten 
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ANESTHETIST—Nurse; for 300-bed hospital 
four anesthetists now on service; salary open 


Apply, D. W. Hartman, Superintendent, The 
Williamsport Hospital, Williamsport, Penn- 


sylvania 


ANESTHETIST—Preferably a 

approved hospital; salary $300 

maintenance; P.M. Saturday ar 

day off; on call during week. S 

pital, Emporia, Kansas 

ANESTHETIST —60-bed 

miles south of Im 

ploys two anesthetists; 

upon experience full mainter 
Superintendent, Kent Genera 

Delaware 

ANESTHETISTS—Nurse; for irge general 
hospital; salary $3720.20 per annum; yearly 
salary increase; 40 hour 5-day work-week 
overtime, when required, at time and one-half 
annual accumulative leave for vacations and 
sickness; maintenance furnished, if desired 
at $300 per annum; retirement benefits Al 
ply, Superintendent, Gallinger Municipal Hos 
pital, Washington 3, District of Columbia 


ANESTHETISTS Nurses; th 


ri t b 
members or eligible to be member f N.A 


450-bed general hospita i é g 
seven anesthetists; salary $30 rr t th 
full maintenance Appl 
Roper Hospital, Charlestor 


DIETITIAN—Assistant; wanted for 200-bed HOSPITAL ADMINISTRATOR Must have 


tuberculosis hospital; good salary plus room 


board 
graph 


stating 
details 


Sanat 


DIETITIAN—For 112 tuberculosis hospital 


average 90 patients; salary open Apply, 


M. W 


Medical 


for Chest 


DIETITIAN Registered; wanted for a fully 


and 


administrative experience in running a 300- 
1 bed hospital and be able to take full charge 
laundry; please send smal! photo 

must get along with people, be honest, depend 


snapshot with letter of application able and energetic; must know how to delegate 


qualifications and pertinent personal authority, have respect . workers under 


Apply Superintendent, Indiana State him. must know charts and system controls 
rium, Rockville, Indiana prefer married man between 30-40, without 


children; this is a g yportunity for a hard 
worker who is interestec a Pacific Coast 
Jewish Institution; : ‘ ilars as to experi- 


ence, etc tus me i in first letter 


Newcomb, M.D., Superintendent and Write P.O x 95, Terminal Annex, I 


approved 


pleasant surroundings. Apply Mother Marie, 
Maryview Hospital, Portsmouth, Virginia. 


D 


rector, M. W. Newcomb Hospit Angeles 54 


Diseases, New Lisbon, New Jersey 


HOSPITAL SUPERVISOR 


admission and medical and 


150-bed hospital; good salary and 


experience in psyc 
40-hour week; 
holidays; basic 
of Nurses, Taunt 


DIETITIAN—Sixty-three bed, modern hospi- Massachusetts 


DIREC 


exe 


town; good salary and full main- 


<cellent opportunity Administrator, INSTRUCTOE 
Ss t{uUcTORS 
ty Hospital, Bellefonte, Pennsy! pats 


instructo in surge 


R OF NURSES-—College gradu: 


charge of nursing service, 


r 


1g and personnel nursing de- LIBRARIAN—Chief medical record; for uni 
opening January in New York versity hospital; must be registered and ex 
pital; 8-hour day 44-hour perienced in bx - and private record 

: 1 mair room operations; must have supervisory abil 
ty general hospit of 400 beds and out 
patient department with yearly ) 
116,000 visits. J oly, Personnel Department 
Hos Stanford Unive Hospitals, Clay and Web- 

ster Streets, San Francisco 15, California 


weeks vaca 


perma 


Continued on page 222 


OF IDENTIFICATION 
HERE! 


Sealed cn at birth, a bracelet or necklace of 
DEKNATEL “Name-on” Beads assures positive 
baby identification —eliminates risk of an embar- 
rassing baby mix-up. Virtually indestructible, un- 
affected by washing or sterilizing, these sanitary 
beads stay on until cut off when the baby leaves 
the hospital. Attractive, inexpensive, easy to work 





with, DEKNATEL “Name-on” Beads have proved 
their value through a quarter century of use in 
many leading hospitals. 


DEKNATEL 


THE ORIGINAL “NAME-ON”’ BEADS 


MADE IN U.S.A. BY 
J. A. DEKNATEL & SON 
QUEENS VILLAGE 8, (L.1.), N.Y, 
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for the HOSPITAL 
or SANATORIUM 


adapted to the irradiation of 
groups—meets all requirements 


HIGH INTENSITY ULTRAVIOLET SOURCE 


i 


4 
'* 
@tbitaa 


HANOVIA’S SOLARIUM MODEL 


Model No. 2137 


This illustration demonstrates the use of the Hanovia 
one-burner Group Solarium Ultraviolet Quartz Lamp. It 
covers an area of 144 square feet, casting no shadows. 


* One technician can treat successfully a large number of 
patients per day. 
It is possible to irradiate many patients at one time. 


This cuts down personnel, reduces cost of service, per- 
mits more efficient work in ULTRAVIOLET THERAPY and 


effects a substantial saving. 


Many hundreds of dollars can be saved annually. 


N is the time to install this 
new equipment. 


Clinical data and special layouts gladly 
furnished. 


Address a card or letter to Dept. 315-K. 


HANOVIA Chemical & Mfg. Co. 


NEWARK 5, NEW JERSEY 


Hanovia is the world’s oldest and largest manufacturer of 
ultraviolet lamps for hospitols and the medical profession. 
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“These worn out calling cords 
make me mad .. . and that's 
only half of what they do to 

the patients. Can't we 
do something about 
them?” 


where Standard Time makes cords 
that'll fit our system. 

I'm going to 

get in touch 

with them right 

away!” 


SUPERIOR FEATURES PROVE 
STANDARD LIFE-LONG CORDS BEST 


Nurses calling station cords that are worn out 
and not working properly are easily replaced 
with STANDARD LIFE-LONG Cords. LIFE- 
LONG Cords fit most systems . have soldered 
terminals that can't loosen . . . swiveled button 
shell casing so wires can't be twisted off . . . posi- 
tive locking device that releases only when collar 
is pressed 6 feet of high-grade rubber covered 
wire... can be sterilized without damage. 
Replace your worn out nurses calling cords 
with STANDARD LIFE-LONG Cords. They'll 


give service that lives up to their name 


“DO AS WE JUST 
DID. MAIL THIS 
COUPON TODAY!” 


THE STANDARD ELECTRIC TIME C . 


83 LOGAN STREET, SRINGFIELD, MASS. 


Please tell us more about STANDARD Life-Long Nurses Call Cords 
Our present make is 
Remarks 
Name 
Hospital Address 
We would also like to know about your 


} Nurses Calling Systems Patients Phone 


] Stoff Registers 


Yan en eren ee en ean 


Doctors Paging Systems 


(OR came eee ee ee eee ee 
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MISCELLANEOUS minimum = salary 


ediatric pm shift differential 
I sick and annual 
nurses’ home if 
ling for complete 
located 90 miles 
Apply Superintendent, 


tal, Twin Falls, 


ates; for medical 


mmunicable disease 
six month 
, Illinois 


immediately. Ar 
ntials, to Doctors 


Neiges 


NURSES—Graduate; for 475-bed hospital; sal- 
ary open. Apply, St. Barnabas Hospital for 
Chronic Diseases, 183rd Street & 8rd Avenue, 
New York 57, New York 


NURSES— Graduate for new 650-bed gen 
eral hospital in thriving village, Catskill 
Mountains, 8-hour day, six-day week, time- 


MISCELLANEOUS —N i 
re pu yne-half for overtime after 40 hours, 


Educationa 
“ ' tating shifts; averaye gross cash salary 

to $210 month full maintenance available 

for $10.50 week Apply Superintendent 

Nurses, Margaretville Hospital, Margaretville, 

New York. Phone Margaretville 50 


Continued on page 224 


Anu Old Gauorite 
AGAIN AVAILABLE 


(U. S. ARMY FOLDING TABLE) 


Adjusts to many positions 


AUXILIARY TREATMENT ROOMS 
INDUSTRIAL TREATMENT ROOMS 


These tables are war surplus—acceptable to the army— 
so you know they are strong, sturdy, steady. They adjust 
easily to any position—chair, horizontal, Trendelenburg, 
etc. Removal of several convenient thumb screws per- 
mits table to be folded into a small space for transporta- 
tion in your car. When set-up it is a full size table. 
Finished in white enamel. 


Full price $24.95 F.O.B. Cincinnati. Stirrups $14.95. 
Leatherette covered, hinged cushion $9.95. 


«4 MAKERS OF 
HOSPITAL FURNITURE 


FOR STIRRUPS ADD $14.95 609 COLLEGE ST. CINCINNATI, OHIO 


222 The MODERN HOSPITAL 





TORRINGTON 
stainless steel 


SURGEONS 
NEEDLES 


/y la . \\ 


Needles illustrated here are Torrington 
aoc No. 3, Kine Needle, » Circle, 
Cutting Edee. There are 37 styles and 169 
sizes in the Torrington Surgeons Needle 
line. Order from your hospital supply 


distributor 


spectal 


heat treating methods 


insure perfection 
of steel temper 

















Packaged in special moisture-proof en 
velopes lahelled for easy positive identifica 


10m 


THE TORRINGTON COMPANY 


FORRINGTON, CONN. 


Spectalists in N 
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« YOU 


Had to clean the 
hospital ware and 


surgical instruments 


ALCONOX would be a must ! 


No matter what you want to clean blood encrusted 

pipettes, instruments, metal ware, porcel ire ubber tub 
vringes No tter how soiled b ood or tiss 
ALCONOKN will ike ther parkle, tilm-free, streakless 


irgically cleat 


IN HARD WATER, SOFT WATER 


cold, Alconox is equally effective. It actually lifts off 
ind grease faster thar ything you have ever tried 


SAVES ENERGY, SAVES TIME 


loweling practically unnecessa 
n vour t 
Rubber es are unnecessary u 
1LCONOX be mse ALCONOX 
inds, Quick self ng pene 


TESTED AND USED 
by any leading hospit Is, laboratories, food an 
plants. Test it yourself . r toug! 


YOU'LL AGREE WITH THESE USERS 
e 13 vear accumulation of dirt or entrifjuge 
after soaking in Alconox,.” 
Hospital Supt 


y hours, 


Plant Supt 
wily by 
M.D 


3-lb. Box—$1.50; 12-box carton—$1 6.20; 
50-lb. bag—$18.00 





DEALERS 
Several territories still open. 
Write for details. 








ALCONOX, INC. 


Va nufacturing § 
61-63 CORNELISON AVE. JERSEY CITY 4, N. J. 


ALCONOX 2200.2. 








NURSES 


mealtime ir 


duty; 44-hour 
mainter 


Registered ; for staff 

cluded; $180 

$14 complete 
afte 


evening 


week 


without 


ance 
mainter 

months 
ght 
Ear 


District 


room Lane 
six 
and r 


Eye 


extra 


>red; 


lary, pl 


200-bed tuberculosis 
board and 
Indiana State 


Registe 


NURSES 
hospit good sa is 
ident, 


Indiana 


room, 


all 

; depleted 
beginning salary P25 5 nonth 

month peri for maintenance at 

reasonable if additional pay for 
irgery; also for evening night shifts 

nt yrking conditions new, 


easan 
quipped Munici 


floors straight 
our staff 
raises at six 
ds 
rates 
and 
nearly 
Hospital, 


wel! 
Clar- 


“ 


hospita pal 


odern 
modern 


des 
sani ita 10 on 


PSYCHIATRISTS assist- 
ant junior; f 

fully approved state 
and full maintenance 
Delaware State H« 


Openings for senior, 
staff or 
hospital 

Write, 


l, Farnhurst, 


and progressive and 


excellent salary 
intendent 


Delaware 


Super 


Spita 


pathology; avail- 
had 1 of 
further ap- 
Sinai Hos- 


RESIDENCY 


able for 


Assistant 
who 


in 


individual has year 


raining in hology and desires 


ved Apply, Director 


training 
5, Maryland 


pital, Baltimore 
Assistant; for 
good salary, 
send photo- 
personal de- 
Indiana State 


SUPERVISOR OF NURSES 
200-bed tuberculosis hospital ; 
plus room, board and laundry; 
graph qualifications and 
tails Superintendent 

Rockville, Indiana 


state 
Apply 
Sanatorium, 
Pontiac 
Oppor- 
serv 


SUPERINTENDENT OF NURSES 
Hospital, Pontiac, Michig 
reorganize and improve 
recommended by recent professiona 
applicants should be aggressive and 
adaptable, have wide background and consider- 
administrative nursing, and 
equivalent to college graduation with 
courses in nursing administration salary 
$3780-$4680 with annuel increments of $180; 
increases in first year; maintenance avail 
at nominal charges; modern 190-bed 
intern-resident program, excel 


gar 
nursing 


General 
tunity to 
e as 

survey 
able experience in 


education 


two 

able 

lent 
pa 


vaca 


plant, large 
supporting 


rement system 


single director; mur 
liberal sick leave and 
city system 

opportunities Detroit one 
public transportation Applic 

shed on Personne! 
Genera! ontiae 18 


services, 
ret 
under merit 


tion, tenure 


tional and cultural in 
hour away by 
t blanks furn 


tion request to 
Pontiac 


Director Hospital, P 


Michigan. 


Continued on page 226 


sign? for 


a Sele] te tick eee 
VENETIAN BLINDS— 
UPHOLSTERY — ALL 





OPEN FRONT AND 
BACK DESIGN... 
means quicker, easier 
cleaning. Cuts upkeep 
to a minimum. No 
germ-collecting crev- 


FURNISHINGS AND 
EQUIPMENT WITH 
THESE BIG MONEY 
SAVING UNITS... 


ices, always sanitary. 


SELF-RAISING. 

Seat remains upright 
when not in use with 
bowl serving as 
urinal. 
clean and dry. 


SOLID PLASTIC. 


LP-20 
Available in 
Black or White 


moisture proof. 
Assures long life, 
low maintenance. 


> 


WRITE NOW for full 
details on Model 
LP-20 (illus.), Model 
LP-40 with self -sus- 
taining hinge, and a 
complete line of con- 
ventional models. 
DEPT. MH 


Seat stays 


this 
weight 


truly modern, 
Lincoin 


Use 
light 
vacuum cleaner for wet 
or dry Pickup...it han 
dies both jobs equally 
well. You'll be amazed 
at the labor 
savings you can accom 
plish. Equipped with 
eleven easy -to-change 
accessories for 
easier cleaning 


Plastic covered 
is dirt free, 


time and 


faster 


educa e 


CO-ORDINATOR 


room; 275-bed well 


SUPERVISOR 


equipped modern 


Operating 
with nursing school 
Blue Cross 
vacation with 
ted to Director 
Port Arthur, 


hospital 
in picturesque lakehead 
Hospital plan; 1 month 
pay Apply stating salary expec 

Nur Hospital 
Ontaric 


country; 
yearly 


sing, Genera 


SUPERVISOR 
n pediatr 

Columbia es itial; ¢ 
ther inf 
Nurses, Royal C« 
minster, B tish Columbia 


post-graduate course 
British 
ur fur- 
endent of 
New West- 


Pediatric 

red; registration 
anadian citizen. Ff 
Superint 


rmatior 4 


lumbian Hospital 


TECHNICIAN sufficiently 
to take 
Fayette 


Maryland 


Labora 
charge Fr 
& ¢ 


ex peri- 
Hos- 


anklin 


Sts Baltimore 


Square 


alhoun 


AMERICAN HOSPITAL BUREAU 

C. M. Powell, R.N., Director 
705 Carnegie Hall 
Cleveland 15, Ohio 

MEDICAL ANESTHETIST 


Or alary per 


»0-bed hospital 


PATHOLOGIST D 
1 


N66 


and 
uth 
1 


OF NURSES -M_.A., to 


workshops thre 


DIRECTOR direct 
nduct ighout s« 


appointment; travelling 


penses 
and co- 


iniste 


M.A 


adm 


rdinate the gram ween college i three 


participating hospitals i southern city ini- 


LINCOLN 

SINGLE DISC 

FLOOR SCRUBBER 
and POLISHER 

y or RUG SCRUBBER 
also TWIN DISC MODELS 


The Lincoln V-15 Portable Vacuum Cleaner 
for Quiet Power Suction Cleaning of Floors 
—Rugs — Carpets —Furniture and Equipment. 


i 
© 


WRITE FOR A FREE DEMONSTRATION on your own floors 
REPRESENTATIVES IN ALL PRINCIPAL CITIES 


FLOOR MACHINERY COMPANY 


1256 west 


World's Manufacturer of the M 


VAN BUREN ST.. CHICAGO 7, ILLINOIS 


ost Complete Line of Floor Maintenance Equipment 
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Easily adjusted by patient to any 
position and any height between 29” 
and 44”, 


The Original...and 
Still the Leader...in Single- 
Pedestal OVERBED TABLES 


The Hill-Rom No. 614 was the original single- 
pedestal overbed table. Naturally, over the years, 
the popularity of this multi-purpose table has re- 
sulted in imitations. Others have followed and 
copied it, but no other overbed table has the many 
refinements and advantages that are incorporated 
in the Hill-Rom No. 614. The original is still the 
leader. 

This Hill-Rom Overbed Table is so sturdily con- 
structed and so perfectly balanced it will hold any 
weight that could ever conceivably be placed upon 
it, without danger of upsetting. Mounted on large 
casters, it moves quietly and easily 


Used Over Bed, Easy 
Chair, Wheel Chair 


The Hill-Rom No. 614 Overbed is 
used over ao bed, easy chair, wheel 
chair, fracture frame or crib. It is 
equally convenient for serving meals, 
reading, writing, playing cards, for 
mokeup, shaving, etc. One side of 
top hos a mirror attached, the 
other side makes a perfect reading 
rack. The space under the top can 
be used for storing cosmetics, shav- 
ing accessories, etc 

The wood top is finished in blond 
maple or light walnut. The metal 
base and upright are in durable 


hospital finish. 


Folder giving complete information 


will be sent on request 


HILL-ROM CO., INC 
BATESVILLE, IND 


- 
‘2 HILL-ROM 
* = 

* . turmilure for Lhe Modern Hospelid 
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Durable bi-metal thermostatic coils maintain con- 
trol over temperature and pressure fluctua- 
tions. 


Safety limits: By a simple pointer adjustment valve 
can be set for any desired maximum temperature. 


Simplified Design: The one moving part is self- 
cleaning and is easily accessible from front of 


valve. 


Separate volume control and shutoff enables the 
user to regulate the flow as well as the tem- 
perature. 

Equipped with two outlets — the regular top out- 
let for piping to shower head and a bottom outlet 
for piping to tub or body sprays. 


=LEONARD= 


———— fog US Per Of ———— 


Therion WATER MIXING VALVES 


SELECT A VALVE “DESIGNED FOR THE INSTALLATION" 
New Catalog H gives the 
complete story on the most 
complete line of thermo- 
static water mixing valves. 
Bulletin H-C covers the 
Type T valve only. Both 


are available on request. 


LEONARD VALVE COMPANY 


ELMWOOD STATION *© PROVIDENCE 7, R. 1}. 











POSITIONS OPEN 


AMERICAN HOSPITAL BUREAU 
—Continued 


CLINICAL INSTRUCTORS-—B.S. t 


BUSINESS AND MEDICAL REGISTRY 
(Agency) 
Elsie Miller, Director 
553 South Western Avenue 
Los Angeles 5, California 


NESTHETISTS W 








BUSINESS AND MEDICAL REGISTRY 


—Continued 


INTERSTATE—Continued 


DIRECTOR, NURSING SERVICE 


PSYCHIATRIC SUPERVISOR Degree pre ed hospital; Michigar 


i; private mental hospit 
teact t 


PHYSIOTHERAPY ape 
enced; able take charge 


EGISTERED RECORD LIBRARIAN 
f San I 


SUPERVISORS INSTRUCTORS 


INTERSTATE HOSPITAL 
AND PERSONNEL BUREAU 
Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


rRATOR 


Continued on cage 228 


THIS is THE NEW 
DEBS Medi-Kar 





... 8400s SO minutes 
of cuery hour tn dispensing 
medtcatloudd —CARRIES UP TO 36 INDI- 
VIDUALLY MARKED MEDICATIONS—24 
MEDICINE GLASSES, 12 HYPO SYRINGES— 
FOR ONE NURSE ON JUST ONE TRIP. 
WRITE TODAY FOR ILLUS- 
TRATED BOOKLET THAT 


‘ae TT SHOWS HOW YOU CAN 
SAVE MANY, MANY HOURS 


AT IN YOUR HOSPITAL. 


ee ADDRESS DEPT. ADM. 


"Pat Applied For. * Trade Mark 


DEBS Saspilal Supplies inc 


118 SOUTH CLINTON STREET > 


CHICAGO 6, ILLINOIS 
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U Bush With EVERYTHING 


9 LIVES... =| FoR HOSPITALS! 


2 5 = 
TRAUS Dt 
ia! *e° 


We have used Anchor y.@UARANTEED 

sacle months ond they TO WITHSTAND 

ore as good os new. = A MINIMUM 
ee | OF 
ai AUTOCLAVINGS 





Anchor All-Nylon Surgeon's Brushes have 


i : OUR NEW HOME — 3 FLOORS OF SHOWROOM SPACE! 
been tested for many months in leading 


%® MAIN FLOO CHINA GLASS SILVER — Every- 
thing for the perfect table service! 


hospitals and have proven superior in 


design and construction. Anchor brushes UTENSILS—A complete line of fine quality utensils! 
\ Nat Enan va Sta ss St War W vod 


remained in perfect condition after an i “Wite Goodi--Clesaine Sanches 


average of two autoclavings per day for 
9 g Pp Y SEC OND FLOOR KITCHEN EQUIPMENT 


f Dishwashers—Glasswashers—S Burnist 


over one year. By specifying Anchor ~Podicnaie eam Remsnegpins ye P= tee 


Brushes you will obtain the most econo- DUPARQUET KITCHEN EQUIPMENT 
specially fabricated Sinks—Work Tab 
} 


mical Surgeon's Brush on the market today. lab 
REFRIGERATION 1! t1 net higl 
temperature and low temperature refris Walk-in and 
odels, upright at t types. DUPARQUET 
REFRIGERATORS nm factured r special rt iret ts 


Wat Coolers—I Cr 


THIRD FLOOR FURNITURE AND FURNISHINGS 


VISIT US AT BOOTH 53-54, NATIONAL HOTEL EXPOSITION 
NOVEMBER 7th-lith, NEW YORK CITY 


NATHAN STRAUS-DUPARQUET ..: 


Serving the Finest Hospitals and Institutions for More Than a Century 
33 East 17th St., Union Square North, New York 3, N. Y 
Algonquin 4-3600 


For information write 


ANCHOR BRUSH COMPANY Telephone 


AURORA, ILLINOIS Boston Chicago Miami 














MEDICAL BUREAU—Continued MEDICAL BUREAU—Continued 


P 0 S | T | 0 N S 0 P 3 | ADMINISTRATORS NURSES~— (a) Ortho DIRECTORS OF NURSES (a) One of the 


pedic hospital to be completed early 1950; un- country’s largest teaching hospitals; duties 
ersity town; south (b) New hospital; small principally administration, public relations; as- 
on Mississippi; $400-$500 sociate directors in charge of school, nursing 


size, residential town 
$600, maintenance. (b) One of Cali- 


THE MEDICAL BUREAU ¢) To assist administrator, fairly large hos- service 


. . pital, then succeed her; considerable experi- fornia’s leading hospitals: well staffed faculty 
Burneice Larson, Director ence required. MH10-2 $6000. (c) Hospital specializing in obstetrics- 
gynecology, unit of university group d) Gen- 

ANESTHETISTS—(a) General hospital, 350 eral hosp tal voluntary, 200 beds all-graduate 
Chicago 11, Ulinois beds busy surgery $4200-$4500 including staff; coasta - wn of 20,000, United States de- 
maintenance: midwest (b) General hospital pendency mild tropical climate minimum 

and clinic: staff of ten outstanding specialists $5400, maintenance (e) General hospital of 

small size staffed by ten outstanding specialists 


winter resort town, southwest (f) Director 


Palmolive Building 


ADMINISTRATORS (a) dics € f winter resort town, southwest. (c) Two: large 
teaching hospital; $300, maintenance; southeast 


(d) Two; university hospital, 350 beds; $350 


‘ of nursing service only; university group, 1200 
uy a beds. (g) Assistant director: teaching hospital 

Lay or medicz d MH10-3 operated under American auspices Asia 
( ; MH10-6 


versity town of 100 


arges 


increasing to $375 within six months; east 


ee Se COMPTROLLER—Thoroughly experienced it 

hospital accounting; 175-bed general hospital EXECUTIVE HOUSEKEEPERS -(a) Rela 

twelve man clinic; southwest. MH10-4 tively new group of institutions, cottage type 
50 employes; (b) General hospital, 350 beds 

DIETITIANS—(a) Chief eee tenakion prefer man qualified engineering. MH10-7 

hos jJepartment staff. by seven assist 

hospital currently FACULTY APPOINTMENTS i Educa 


director collegiate school of nursing 


ferab oO ex periencec } 
eferably one experienced west Chief; general hospital recently recently established by one of the country’s 
Sout} oldest liberal arts colleges (b) Science in- 


ants 


ithern st (g , 
inder truction university town, middle tional 


Medical red opened inder American auspices in 
knowledge of Spanish desirable. (d) 
nomics department, large food man : science 7 


or; to plan and direct with a tant tota 
ogranm ne ¢ " ry largest 


teaching affiliati 


g company; should be experienced ir ospitals 


food cooking, qualified to develoy , 


for have beautifully located in eastern state near univer- 


quantity 8 


ecipes tels, institutions; should 
fairly wid nter 1 writing: duties ir Ive sity center minimum $3600 id) Several 


e) Chief and, als« large teaching hospitals; appointments carry 


ger al hospital; short academic rank o nstructor iniversity fac 


Philadelphia, New York ilty Ed ional director, public health 
irsing prograr astern university. MH10-8 


Continued on page 230 


as a hot drink... 


as a basis for cooking 


BOUILLON STIMULATES 


CONVALESCENT APPETITES 


Rich in beefy flavor, Maggi's Granulated 
Bouillon Cubes made into a delicious ‘‘broth" 
augment the appetite and promote diges- 
tion in debilitated states following illness and 
in various asthenic conditions. 


In addition to serving Maggi's Bouillon at 
luncheon, dinner and between meals, more 
and more institutions use Maggi's Granulated 
Bouillon Cubes in the handy, economical one 
and two pound jars as a cooking basis to 
make soups, meat and vegetable dishes more 
palatable. 


OF meme 
PFA SS SITE 


MAGGI 


Granulated Wekmed 


Order from your supplier today 
2 OTHER MAGGI FLAVOR FAVORITES 


®ountoncusEs 


BOUILLON CUBES 


® Maggi's Seasoning 


*® Maggi's Gravy Powder, Chef Style 
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Steamers’ | PROBLEM 


GAS OR ELECTRIC of Getseda for Qiidbejid 


for the Smaller Kitchen— 


NOW MADE IN 2 SIZES SOLVED 
| by the makers of JELL-O } 

















@ [t's always a problem to satisfy the natural des 
sert craving of patients on diabetic and reducing 
diets. D-Zerra, a truly delicious gelatin dessert, is 
a welcome answer for patients on these low-carbo 
livdrate and low-calorie diets 

To add appetizing variety to diets, you can 
serve saccharin-sweetened D-Zerta with confi 
dence. It has been accepted by the A.M.A. Coun 
cil on Foods and Nutrition. Available in assorted 


lelicious flavors and in pac kages of 6 and 20 one 





portion envelopes di 
rections and analysis of 
contents on each eny elope 
Use coupon below for 
See this a> WwW “coup”! FREE professional sample 
. and recipe hooklet 
The steamer sensation of the year—that's the new 
Steamcraft ''Cub"'! A single compartment steamer taking 
up only a 22" space, it's ideal for counter or table use, or 
can be furnished with its own base. Just the thing for diet 
kitchens. Electric clock control gives 2-stage heat, cooking 
or holding. Makes its own steam by gas or electric opera- 
tion, at entirely safe pressure. It holds 3 of your standard 
cafeteria pans. Has automatic water ; 
feed with float. At a lower price than 2 te 
any comparable steamer ever sold for— ~ ' 
here is the LITTLE steamer that will do ; 
a BIG job of turning out finer, fresher, 
tastier food, as you want it, when you 
want it. Steamcraft is also made in the 
2-compartment model shown below, 
holding 6 pans, for gas or electricity. 
Ask for Folder SCR-7. 





Cleveland Range makes larger Steam 
cs Chef steamers for any size kitchens 
Full details from your jobber or from us 2-compartment on base General Foods Corporotion 
Dept. MH-10, Battle Creek, Michigan 
THE CLEVELAND RANGE COMPANY Please send me a free professional samph 
mproved, sugar-free D-ZERTA 


STEAMCRAFT DIVISION “ine 


3333 LAKESIDE AVENUE, CLEVELAND 14, OHIO ee 


State 


SS AS ©=D-ZERTA 
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POSITIONS OPEN 


MEDICAL BUREAU—Continued 


MALE NURSES ‘ 


aching hospita 


SUPERVISORS 


e As 
MH 
MISCELLANEOUS 
En 

MH 


RECORD LIBRARIANS MH 


MEDICAL PERSONNEL EXCHANGE 
Nellie A. Gealt, R.N., Director meals 
4707 Springfield Avenue , 
Philadelphia 43, Pennsylvania 


MH 
OCCUPATIONAL THERAPISTS 
MH D 


RECT¢* 
nit Mew ¥ 
PHARMACISTS ' 

Ge Hospit 
MH 


*URCHASING AGENT—W 


MH 


MEDICAL BUREAU—Continued 


(a) Obstetrical 


\NESTHETIST Ch 


NURSING 


DUCATIONAL DIRECTOR— New nive t K 


MEDICAL PERSONNEL—Continued 


ad- 
building pro 


00-bed le 


EXECUTIVE 


er arge te hing pita ng 
am d wa attractive living q 


HOUSEKEEPER 


iarters 


Nursing 


INSTRUCTORS a) nical ib) 
RECORD LIBRARIAN 


25-bed 


mainte 


Ilvania 


PHARM 


iditior 


ACIST 125-bed, Per 


being »ypen 


PHYSIOTHERAPIST 


0-bed hospital; start 


Head: nev 


ng $ 


SUPERVISOR-- Oper 
pita $250, complete 
rECHNICIANS I 

ue (b) Pennsy 
rivate laborat« 
OCCUPATIONAI 


rHERAPIST Children’s 
pital g 3 meals and laundry 


__ 
We make no charge for reg stration 


MEDICAL PLACEMENT AND MAILING 
Master SERVICE 
Mrs. Stewart Roberts 
768 Juniper Street, North East 
Atlanta, Ga. 
CLINICAI INSTRUCTOR —In m 


Contniued on page 232 


What advantages are there in 
these Folding Doors for hospitals ? 


Modernfold 
well 


In hospitals, 
Doors are 
adapted to 
of closure and partition prob 


particularly 
solve many types 
lems 

Modernfold is 
with an accor 
opening 
the 


unique in 
closing units 
dion-like action 
closing. It 
doors waste 


and floor space is rendered 


in 





and saves 


space swinging every inch of wall 


usable and accessible 


The strong metal frame folding on itself pro 


vides easy, trouble-free operation. It assures a 


firm foundation to which easily cleaned, plastic 











covered fabrics are attached. They are available 


in a wide variety of colors—to match any gen 


eral color scheme 
Modernfold 


movable wall 


Doors can be used either as a 











for easy, economical room divi 








an attractive, ciosure 


f interior openings 


space-saving 
for all types « They 
used for nurses’ homes, interne quarters, closing 


ston, Or as 


can be 








off rooms from corridors, in reception rooms, 


offices from examina 


tion and 


- wo (etc. Write 


{ tor 
doctors 


separating 


treatment rooms, 


for full details 


NEW CASTLE PRODUCTS 


New Castle Indiana 


n Ceneda Raymond Mfg Co. itd. Montreal 


Consult your local telephone book 


for the names of our Installing Distributor 





CRACKED ICE CART 


ALL STAINLESS STEEL 


150 Ib. Storage 
Heavy Duty 
Rubber Wheels 
Three Inches 
Insulation 
* 
Immedtate 
Delivery 
* 
Model XV Ice Cart 


For Storage and Mobility 
All Stainless Steel 


Write for Catalogue 


Complete Line of Cracked Ice 
containers and carts. 


GENNETT & SONS, INC. 


RICHMOND INDIANA 
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SALVAJOR Equipment 
for Kitchen SANITATION 


New Pharmaceutical Labora= 
tories Air Conditioned with 


Frick Refrigeration 


Baxter Laboratories, which have the largest pro- 


Office and Plant are 
Modern Throughout 


duction of intravenous 


Bsolutions and blood 
F transfusion equipment in 


the world today, use two 
Frick NEW "ECLIPSE" 
compressors for cooling 
the offices, research de- 
partments, and many 
work areas in their re- 


«cently completed plant 


at Morton Grove, Ill. 
This covers 300 by 400 
mM ft. Frick installation 


Z ans = made by Midwest Engi- 
One of the Air Conditioned neering and Equipment 


Laboratories 


Assembling Expenda ble 
Transfusion Sets 


Two Frick NEW 
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Co., Sales Representa- 
tives in Chicago. When 
you want dependable air 
conditioning, refrigerat- 
ing or ice-making equip- 


;ment, engineered to 


your special needs, look 
to 


WasteXit FOOD 
WASTE DISPOSER 


SALVAJOR SCRAPPING 
& PRE-WASH MACHINE 


Cuts and discharges all waste 
into sewer as flowing liquid. 
Eliminates garbage odor and 
need of refrigerated storage 
rgoms. Helps solve fly and rat 
problems. In sizes and volt- 
ages to fit your needs. 


Popular with large and small 
dishwashing departments 
Speeds dishwashing. Saves 
silverware from loss in gar 
bage. Cuts detergent costs 
Helps get dishes cleaner 


New Dehydration Type 
WASTE DISPOSER 


The SALVAJOR 
CONSUMALL 


An economical gas-fired 
unit that reduces all burn- 
able waste to a fine powder. 
CONSUMALL silently dehy- 
drates food waste, includ- 
ing bones, seeds, etc., with 
the gases created largely 
by the heated waste itself 
Ideal for locations where 
grinder type garbage disposers are not yet permitted. Uses 
all types of gas. Single unit excellent for small operations. 
Double unit for larger operations. Also, units can combine 


for unlimited capacity 


See Your Restaurant Equipment Dealer or Write 


THE SALVAJOR COMPANY 


118 Southwest Blvd., Dept. MH Kansas City, Mo. 


THE SALVAJOR COMPANY 


Please forward detailed 
information on Salvajor 
equipment as checked. 


Firm 


] Scrapping & Pre-Wash 
Machine 


Consumall 


WasteXit 





. 


SHA Y—Continued 


EXECUTIVE DIRECTOR—Northwest; 28-bed 


special training in hospital adminis 


WOODWARD MEDICAL 
PERSONNEL BUREAU 


(Formerly Aznoe’‘s) 


MEDICAL PLACEMENT - VOUS to seCwe tO start 


Ann Woodward, Director 
—Continued EXECUTIVE HOUSEKEEPER~ South 


it pital; housekeeping department consist 


185 North Wabash Avenue 


DUCATION 
ntt ‘ Chicago 1, Illinois 


tant housekeepers and 30 porters and 


aid $200 plus full maintenance 


ASSISTANT DIRECTOR Ol NURSES 


ING ROOM NURSES 8S 
P it South; 145-bed 


ADMINISTRATORS 


n west 


hospital; must have degre 


¢ me experience in administrat 
hwes 1 uiministre 


ISTANT SUPERINTENDENT 


Ge ANESTHETIST West 


ek 


METITIANS 
SHAY MEDICAL AGENCY \. member; sor 


Blanche L. Shay, Director enance 
55 East Washington Street ° 
Chicago 2, Illinois 


L\DMINISTRATOR—- Middle 


HOSPITAI MANAGER 


Continued on page 234 


w 


Which way do you buy blankets? 


h,] } ¢ 
Cheap blanke 


This question makes sense. Because you want to be 


how little that price may be sure of getting quality iaterials, skillfully woven for 
beauty and durability. The litth extra North Star 


} 


Consider repla¢ soon will vou have to 


buv again? On thi lecide whether vou can really blankets may cost, is actually long-run economy. Because 


buy cheap blanket North Stars are woven to your exact specifications to 


give the long years of service you have every right to 


expect Irom superior blankets 


Let us know your requirements. Write 


NORTH STAR WOOLEN MILL CO. 


CONTRACT BLANKET DEPARTMENT M-10, 40 WEST 40th STREET 
NEW YORK 18, N. Y. 


MILLS IN MINNEAPOLIS 1, MINN., AND LIMA, OHIO 
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HenhlCh 


Stainless Stee] REFRIGERATORS 


: THE ONLY COMPLETE LINE 


e MAXIMUM FLEXIBILITY 
FLAT, DOME, TELESCOPE COVERS 
. 
MORE CAPACITY —HEAVIER GAUGES 
© MORE SIZES—MORE DEPTHS 
© NESTROL NESTING FEATURE 


* LUSTROUS FINISH—SMOOTH ROUNDED EDGES 


© ONE-PIECE DIE STAMPED STAINLESS STEEL 
© OVER 500 INTERCHANGEABLE COMBINATIONS 
* UP TO 50% GREATER FOOD CAPACITY 
¥ RESULT—MORE FOOD SERVED IN LESS SPACE AT LESS COST 


“po Seco-Ware 


Year after year, users of HERRICK “‘plus-refrigerators” 
continue to praise the dependable, trouble-free oper- 
ation of these superb units. They praise, too, the many 
advantages of HERRICK complete food conditioning 
This splendid record is a result of the HERRICK 58 


year-old policy ‘Use the Best to build the Best’. 


STORAGE PANS ' HERRICK “plus-refrigerators’’ will serve you as they 
HOT FOOD TABLES ~ : : 

\0° CAFETERIA COUNTERS a. have these thousands of others. HERRICK complete 
SALAD UNITS 
FOUNTAINS, ETC. 

Over 500 separate Interchange- spoilage ... by reducing food shrinkage ... by keeping 

able pan top COMBINATIONS ; ; 

for 3 individual needs foods always fresh, always delicious. Write us forthe 

1g every inch of your s : ae : 
ale and counter top name of your nearest supplier of HERRICK equipment. 
openings RESULT. MORE food 

served m less space at less cost! 

ailable in ser of FULL - 

Available 10 series of FULL. HERRICK REFRIGERATOR CO. » WATERLOO, IOWA 

ONE-THIRD, ONE. FOURTH “4 

ONE SIXTH. ONE.NINTH DEPT. M COMMERCIAL REFRIGERATION DIVISION 

sizes—with covers. Depths of 

1", 215" 4 8 

Die tamped of ome - piece 
tee 


solid heavy gauge stainless s 1, 

coved corners; smooth rounded 

pages auti lustrous firlish-— pera 

lus t fame NESTROL” —s 
Insist on the SECO-S P| 

of hot and cold food storag P ~ i. + +] 

Your DEALER has SE 

WARE in stoek ee hir : 

toda’ 


Write For Catalog SW47B-8 


SECO COMPANY = ssc." gh aeaialaead aa har aaaeatiat 


food conditioning will save you money by preventing food 


ST LOUIS 16 MISSOURI USA 
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WOODWARD—Continued 


HOSPITAL HOUSEKEEPER 


\ 


RECORD LIBRARIAN MEDICAI 
N28 

BIOCHEMIST I 
ioe 460ched beantt 


LABORATORY & X-RAY rECHNICIAN 
I ‘ ‘ estal ‘ near H 


ngs N I 
I 


PLACEMENT BUREAUS 


ne V 


BROWN’'S MEDICAL BUREAU 
7 East 42nd Street 


New York City 17 : . nstructor s 


(Agency) 


If you are seeking a position or personnel 


please write. Gladys Brown, Owner-Director 


We Do Not Charge a Registration Fee 


PLACEMENT 


ZINSER PERSONNEI 


pervisors, 


PLACEMENT BUREAUS 


L. A. MEDICAL BUREAU (Agency) 


756 So. Broadway, Los Angeles 14, Calif 


5618 


Telephone Trinity 


Harry F. McCafferty, Owner 
BUREAL 


We invite inquiries from Employers desiring 


Personnel and from Applicants seeking posi 


tions in the Southern California Area 


MEDICAL-DENTAL PERSONNEL BUREAU 
SERVICE 

OF SPOKANE 

Lowry, M.T., 


Director 
25 Paulsen Blig 


Spokane 8, Washington 
Dietitians 


Many Good Positions in All Medical Specialties 


Record 


in the Great Northwest 


Write us for full details 


Continued on page 236 


FOR A QUICK, CLEAN SWEEP! 
“BIG X” Dust 


Nationally famous. “BIG X* 
saves time—lowers labor cost 
Snatches up dust on contact. 
A durable, heavy-duty giant, 
available in various widths up 
to 60”. Can be removed 

from block and 

washed like new. 


wept 
VICTORY 
Wet Mop 


Perfect for HOSPITALS! ate 


Don't try to mop big areas with household types 
of mops. Instea ] 


1, do as thousands of hospitals 


1 get much longer service 
ym “BIG X” Dust Mops, 
1 ly VICTORY Wet Mop 
rs—for wax, seals, varnisk 
tion sheets On request.) \ at 
Your supplier has these mops or can HOLZ-EM 
get them for you from Applicator 


AMERICAN STANDARD MFG. COMPANY 


(MEMBERS OF THE NAT. SANITARY SUP. ASSOC) «+ 
CHAS. E. KREBS and WALTER O. KREBS 


2511 SOUTH GREEN STREET CHICAGO 8, ILLINOIS 


ich tasterar 
at lower cost—fr1 
prize-winning, Ss, 
HOLZ-EM Ay 1, = 


etc. (Illustrated specifi 


Incorporated 1908 


5) : 
Proved | UALITY 


outstanding 


for CONOMY 


pEQuoTy 

PLUS-SERVICE 
SHEETS 

PILLOW CASES 


EPENDABILITY 


ts Most Popular Sheets 


144 threads per ine h 


Ameri 
ore than 








€QQUOI 


PERCALE Ss best-buy 


More than 


ose percales 


l 


180 threads per inch 








PEQUOT 
A fim Kembed. 
PERCALE 


SHEETS AND 


America’s loveliest luxury 
More than 200 


threads pet 


percales 


PILLOW Cases ¥ 
combed 


nie h 


Pequot Mills, General Sales Offices 


Empire State Bldg 
New York | ¢ Boston © Chicac 1 


e San Fra iS< * Dalla 


The MODERN HOSPITAL 





where CLEAN-SAFE FLOORS 
are a MUST... 


. witll 
<qaNDLE WIT? 


HILLYARD’S Super Shine-All 


The Safest, Cleanest, Most Economical 
Hospital Floors In The World Are Under 
Super Shine-All Protection Right Now! 


HILLYARD’S Super SHINE-ALL, approved 
by Underwriters Laboratories as ‘Anti-Slip’, is 
the one cleaning material that can be used on 
every kind of resilient floor with safety. It con- 
tains 100% active cleansing ingredients—leaves 
no scummy, sticky film or abrasive residue like 
ordinary soaps and powders. 


Cuts Floor Labor Costs In Half 

Being a neutral chemical cleaner, Super 
SHINE-ALL eliminates rinsing, the time-con- 
suming task that doubles labor costs. It is the 
only cleaning material that cleans and preserves 
all types of floors . . . in half the working time. 
Investigate HILLYARD’S Super SHINE-ALL 
for your floors today! 


REMEMBER see HILLYARD’S nation-wide staff of 


"*Maintaineers"’ offers you expert floor consultation service. No 
charge — just CALL, WRITE OR WIRE FOR THE NAME OF 
YOUR NEAREST HILLYARD “MAINTAINEER”. 


HILTYARD 


ST. JOSEPH, MISSOURI 
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Hore) why 00 re Hoopilala 


@ For The Patients’ Comfort.. 
@ For the Staff's Convenience. } = 
® For Savings in Fuel and Maintenance 


HERE’S WHY YOU GET GREATER ALL-WEATHER COMFORT 
keep interiors warmer in 
the winter, summer. Chilling sill drafts are 
eliminated and cold zones thus helping to 
maintain a more uniform temperature throughout the building. 
RUSCO MAGIC PANEL VENTILATION permits rainproof, draft- 
free, filtered-screen ventilation in any weather. 


HERE’S WHY YOU GET YEAR 'ROUND CONVENIENCE 


Rusco Combination Windows are instantly available as screen 
or storm sash. There’s nothing to change—nothing to store. 
Simply lower the storm panel to full insulating position in cold 
weather, raise it to storage position for warm weather. 
Windows may remain in no-draft ventilation position during 
hard rain and wind storms without danger to occupants or 


Rusco Combination Windows 
cooler in the 


are reduced... 


furnishings. 


HERE’S WHY RUSCO WINDOWS PAY FOR THEMSELVES 


Rusco Combination Windows give you screen, storm sash and 
weather stripping in one permanently installed unit. The 
Thermolok* Closure assures a permanently 
weather-tight fit—the triple-seal steel frames give 
years of satisfactory service—the plastic screen cloth never 
needs painting. All these maintenance-free features plus up 
savings on fuel mean Rusco Windows pay for themselves 


patented Frame 


finished 


to 
in a few years. 


P——HERE ARE SOME OF THE MANY HOSPITALS ENJOYING—4 
MODERN COMFORT AND CONVENIENCE WITH RUSCO 
COMBINATION WINDOWS... 


Malden Hospital, Malden, Mass.... Mercer Cottage Hospital, 
Mercer, Pa... . The Huntington County Hospital, Huntington, 
Ind. ... Tecumseh Hospital, Tecumseh, Nebraska ... St. Eliza- 
beth’s Hospital, Youngstown, Ohio . . . Nantucket College 
Hospital, Nantucket, Mass.... Mercy Hospital, Auburn, N. Y.... 
New England Hospital for Women & Children, Roxbury, 
Mass. Newport Noval Hospital, Newport, RK. |.... Valley 
View Sanatorium, Haledon, N. J 











, - > S One 
Tec hnic al data © weath, SP, thead 
avatlable from 


with 
manufacturer or your 


—! 
Rusco distributor 4 USCC oC) 
THE F. C. RUSSELL CO. 


DEPARTMENT 1-MH109 @ CLEVELAND 1, OHIO 


World's Largest Manufacturer of Combination Windows 


T.M. REG. APF 





rr 
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MISCELLANEOUS SCHOOLS—SPECIAL 
BOOKBINDING Ideal Electric Food Conveyer (The Schwart INSTRUCTION 


Have your hospital journals and magasines baugh Manufacturing Company.) Model #5020- 


bound into permanent books Finest work- 


110 volts for AC, consisting of four heated and HERRICK MEMORIAL HOSPITAL offers the 


ne cold compartments. Rubber bumpered. N« following programs in the Herrick 


manship at reasonable prices. Inquiries in- 
refused. Jewish Memorial »8- Hospital Arts 12-month cour 


vited. NORRIS BOOKBINDING COMPANY reasonable offer 
GREENWOOD, MISSISSIPPI pital, 196th Street and Broadway, New , tecor rarians; 24-month cour 


FOR SALE 


J. F. Apple Company, Inc 


upproved or approval 
f apply to 


Arts 


IDEAL HEALTH RESORT 


Sanitarium Rest Home, et« 
RETR EARNER TE: & SUES OF MERCY COLLEGE SCHOOL OF 


NURSING AND MEDICINE nestlings sage tieapetinctagen ANESTHESIA 

perated the year around 

We have in stock every nursing or medica: .cres, 4 private lakes. Contains the largest Offers a twelve-month course in Anesthesi- 
book published. Lowest prices with unexcelled 
service. Write Chicago Medical Book Company, 


Congress and Honore Streets, Chicago 12, 


onsin--over 000,006 ology to graduates of accredited Schools of 
sparkling, healthful Waukeshi Nursing. The course includes didactic and 


Illinois Natural stone house completely clinical experience in all inhalation. 


New, modern building venous and rectal anesthetics; and in the 
Steam heated through 
\ ondit ed dir 
Has every facility for 

r what you essful peratior Price $135,000-——half 


1venient terms. MS1. The Department of Anesthesia Mount Carmel 


therapeutic gases; helium, oxygen and carbor 
dioxide Classes are admitted the first of 


January and September Apply to Director, 


6071 ‘ ite Drive, De 


HARRY D. WELLS lerr ital, 919 N. Michigan Avenue Mercy Hospital 


th eet, New York City hicag 1 troit 21, Michigar 


Continued on page 238 








EVERY HOSPITAL NEEDS Only INLAND Offers You 
SEVERAL BULLETIN BOARDS— | | PORTABLE BED SIDES 


With All These Features! 


From the physicians’ call to the 
kitchen—from the nurses’ home to 
the lab.—Is yours amply fitted 




















for posting notices, rules, etc.? 





The new Beckley-Cardy Cork Bulletin—top hinged 
—designed specially for Hospital Service is ideal. 
Hinges lock open—instantly latches closed. 





Cork base holds - BN ado 
: ; +4 No. H-2! Portable Slid Bed Sides 

thumb " with No. H 3166 Iniand Posters ‘ted and 

. No. H-362 Innerspring Mattress ~_ 

aa Rereann Heanes e Fits All Standard Wood or Metal Beds! 

Special 30''x24 Uya4 Hold the Door Open e@ Patented Crib-type Sliding Construction . . . Raising 

and Free Both Hands 3 or Lowering Does Not Interfere with Adjacent Fur 

niture. 

hanging — only | - , Sides Clamp to Bed Rails—Can’t Mar Bed Because 

Apes) . ‘ They Do Not Come in Contact with Head or Foot. 
$25.00. 5 for i : ; ; ; Portable . . . Easily Applied or Removed Without 
$120.00. Beenie Ate ee tit Tools. Used in Leading Hospitals Throughout the 


Country! 


pins or 
tacks. 


framed ready for 
for Posting 








Write for Complete 
Information and Prices 


iorniese vooeen | (INLAND eee 


Chicago 15, Illinois 
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"os Colerful as tts Name” Now! sure ciscree 
HORNER ai 


(2 Yonar CLEANER 


re 
WET OR DRY ) 


% BEAUTIFUL PICK UP 
Here is a vacuum cleaner 
* SOFT which is truly “heavy duty,” 


yet light enough to be easily 


e LUXURIOUS operated by a woman 
Moderate in cost, it comes com- 
plete with cools for dry pickup and 
ivailable at small extra cost are 
accessories by which the cleaner can 
be converted to wet as well as dry 
A up! 7 
SOME SPECIFICATIONS — 151% in 
ith, 131% in. diameter; weight 2314 
General Electric universal-type 
tor, 110 volt a-c/d-c; dirt capacit 
qt.; cord—20-ft. rubber, covered with 
vlastic plug; finish—two-tone gray, 

hrome fittings. 

Lise this cleaner for these and other 





lithcult jobs 

T ' — ¢ ‘ MODEL AV! 
@ Thorough cleaning of carpets and Tyowe ain 
runners tools 


@ Taking up mop water, shampoo Comes complete with tools 

suds. etc for dry pickup. For wet pick 

p ia up, accessories shown imme 

a Dusting of hard-to-reach areas diately below cleaner (wet 

pickup bag, rubber squeegee 

for bare floors, metal squee 

» gee for rugs) are offered at 
gravel small extra cost 


@ Removing coarse litter, tracked-in 


100°, virgin wool blanket especially created 
to please the most fastidious. Sparkling in MAIL COUPON TODAY! A new catalogue, just 
- off the press, gives complete information about 


pearance ug i i ith- 
appearance, thor« ughly mill shrunk and will with i Model AVI 199WP, 20 well os ocher cleaners ia 
stand repeated Ww ashings. \ General Electric's heavy-duty line. Send for it now. 


SIZE 72 x 90, whipped ends, individually boxed, 4 
priced right. A blanket that any hospital can be Commercial Vacuum Cleaners 


proud of! 


Over 113 years of experience in mak- 
ing woolens is your guarantee of Casasak Wacilc Canmaiay, av 

: ; senera D « ‘ é . pt. 
satisfaction. Write for details of 1 1285 Boston Avenue, Bridgeport 


Without obligation, please send the new catalogu 
blankets for ward and ambulance § information on the new Model AVI 189WP 


use. { Name 


| Firm 


HORNER WOOLEN MILLS COMPANY (Aaa “o 
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Want Advertisements 
SCHOOLS—SPECIAL The PROVIDENCE LYING-IN HOSPITAL JUNIOR COLLEGE OF PHYSICAL 
INSTRUCTION offers to qualified graduate nurses a four THERAPY, Inc. 


Six months’ POST-GRADUATE COURSE IN months supplementary clinical course in Ob- 


Thirty-first Year—1949-1950 

PEDIATRIC NURSING—Ciasses begin Jan- stetrics. Full maintenance and a stipend of 

uary, April, July, October—-Address inquiries , Physicians’ Course—Short intensive course for 

$60 a month is provided. For full information, 

to Director of Nursing, Children’s Hospital graduates in Medicine arranged at any time 
apply to the Director of Nurses, Providence 

1220 W Street, Northwest, Washington 9, D.C 


sitiatnsieiccemanenametsits J Colk of Ph 1 Th Two-year 
Lying-in Hospital, Providence 8, Rhode Island — — mated va 
c course for high school graduates, leading to 
SCHOOL FOR LABORATORY TECHN! 
QUEEN NGELS HOSPITAL, Li ; f 
IUEE ‘ = ANGE! PITAL, I degree of Associate in Science. Graduates in 
CIANS—Duration of course, 1 year. Tuition zeles, California, offers a six-month cou 
graduate nurses in obstet: Ss ac nursing or physical education and two-year 
$100.00; approved by the American Medica! mitted Jar 


nf college students admitted to senior year 


Association. For further information, write 

Medical Secretary—-One-year course for high- 
the Director of Laboratories, Barnes Hospital FRANCIS HOSPITAL, Peoria, Illinois 
i 4 th school graduates. X-ray and Laboratory 
n nestnhesia 


600 S. Kingshighway, St. Louis, Mo , weduate 5 . of credited schools of Combined with physical therapy or sepe- 

This 
. . rately 
JERSEY CITY MEDICAL CENTER SCHOOL 
OP NURSING offers to qualified graduate 
For catalog and terms of tuition address: 


nurses a four-month course in operating roon 


technic ‘ull maintenance ar pend : 
- 7 re . os ; . John C. Allen, M.D., President, 262 Bradles 
grante< mt t rec r of Nurses, er seSLO00 s rne ‘ 
2 N. J ! St, New Haven 10. Conn 
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more wringers the 
“minute they see 
first sample 





That's only part of the 

“MOP WRINGER NEWS” 
anil made by GEERPRES 
ackaged in 


IPE’s+ flat Mm TAN To get the reasons back of this story—why 
7 a _—— 
boxed. Your wn AND - GEERPRES makes floor cleaning so much 


Order Sw 
ded in bulk or 


you wit bs 
h samples an . ¢ Noor’ mo’ easier, more effective and lower in cost— 


write for a catalog and price list, pick the 
size you want and order one. One look ata 


GEERPRES and you Il see the difference, too 
The GENERAL CELLULOSE CO, Ine. 7 toh os Cataing 


GARWOOD. NEW JERSEY GEERPRES WRINGER, INC. 


Manufacturers of High Grade Mopping Equipment 


P. O. BOX 658 MUSKEGON, MICH. 
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Buy Qu ality : 


‘Yq “N 
bor Kconomy 


The Longer-lasting linens you 
get at BAKER are expressly 
woven for service. They pay 


off in lower linen costs. 


H.W.BAKER LINEN Co. 


EST 1892 


Oldest and Largest Organization of ifs Kind 


in the U.S, 


315-317 Church St. New York 13, NY. 
and 12 ether cities ¢ 


Hospital 
Sheeting 


Waterproof, resistant to stains and acids 
easily cleaned and sterilized. Non- 
toxic. Both heavy-duty and lightweight 


coated one or two sides 
Ask your Hospital Supply House for 


Royal Archer Sheeting 


ARCHER RUBBER COMPANY 
MILFORD, MASSACHUSETTS 


QUALITY RUBBERIZED GOODS SINCE 1907 
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“To protect the floors and simplify 
maintenance.” would be a logical an- 
swer. However, these purposes can 
be served, and still the frequency of 
waxing can be reduced, by using The 
Finnell Hot-Wax Process. In this 
process, hinnell-Kote Solid Wax is 
used, and it is applied mechanically 
with Finnell Equipment. 


Hot-wanring aflords ereater penetration, and 
theroughts utilizes the wax solids. /ort- 
wearing with binnell-Kote, whose genuine 
War content is three to four times greater 
than average wan produces a finish unique 
in wearing and protective qualities Shows 
substantial savings in labor costs, on a yvear- 
to-svear basis. asaresult of fewer applications 
required. Finnell-Kote is heated ina Finnell- 
Kote Dispenser attached to a Finnell 
Machine. The melted wax is fed to the floor 
through the center of the brush ring. and is 
uniformly and rapidly spread by the revoly- 
ing brushes. Sets in less than ten seconds 
Polishes toa beautiful, non-skid finish. Con- 
tuins genuine Carnauba. The machine shown 
below is a Votor-W eighted Finnell that can 
be used to apply wax. polish, wet- and dry- 
scrub. scrub rugs. steel-wool, sand. and grind! 
For consultation or literature, phone or write 
nearest Finnell Branch or Finnell System, 
ine., 1410 East Street, Elkhart, Indiana, 
Branch Offices in all principal cities of the 
United States and Canada. 


PP vergthing 
FINNELL J 


THE Finnell 
HOT-WAX PROCESS 





FINNELL SYSTEM, IMC. \ =" 


Pioneers and Specialists in PRINCIPAL 


FLOOR-MAINTEMNANCE EQUIPMENT AND SUPPLIES CITIES 





SCHOOLS—SPECIAL Give the 


INSTRUCTION 
The MARGARET HAGUE MATERNITY VOLUNTEER ForRUM 


HOSPITAL. The largest hospital in the coun- 

try offers the following to registered, profes 

ional nurses of accredited schools 

Four ‘Course: TO THE MEMBERS OF YOUR 


Four Months’ Course 


tion, mothers’ health and socio-economic as 
pects. Supervised experience is given in ante- 
partal, intrapartal, postpartal and newborn 
nfant care with a minimum of twenty-five 
hours of clinical instruction. Students may The “Volunteer Forum” contains a group 
elect one month's experience in premature nur 


rd ere = feolation, antepartal or of carefully selected articles (taken from 
current issue of The MODERN HOSPITAL 


Six Months’ Course 
Following the above program, a two months : 

course is offered to students who have demon that have been briefed and digested to 

strated potentialities for head nurse responsi- 

bilities. It includes instruction in principles save time of the trustee 

and methods used in clinical teaching program 

and ward management. Students plan and con- 

juct their program of clinical imstruction with ‘ i 

the head nurse and serve as assistants. They Price: Ihe charge is five cents a 

are directed and supervised by the instructor 


Included are obstetric lectures, nursing ‘ 
lasses, techniques, laboratory science, nutri- ( overning Board 
’ 


-opy per month 
Minimum order is for five copies monthly 


f the course 


Classes admitted every Published by 


ning February. Maintenance and stipend of 
Sauk tees’ A) Sey A, Gaenee at The MODERN HOSPITAL PUBLISHING CO., Inc. 
Nurses, Clifton Place. Jersey City New 

—_— ‘ 919 N. MICHIGAN CHICAGO 11, ILL 


Jersey 


ther month begin 





Bedridden Patients, 
Nurses and Internes 


can be evacuated 
with POTTER 
SLIDE FIRE ESCAPE 
faster and with 
greater safety 
than any other 
known method 
MAJOR 
DISASTERS 
can be avoided 


SOLID DISC STEEL WOOL hter, | 1sti when the regular canpe of 
floors. Brillo 1 set attendants are available. 


FLOOR 1 ee — ee leur Approved by the 
PADS Wibagacn.: nye meee a Underwriters Laboratories 
Write for full information. 
Brillo Mfg. Co., Dept. M, 60 John St., Brooklyn I, N. Y FOR QUICK ESTIMATES, PHONE COLLECT (RO gers Park 4-0098 
Send free folder on low-cost Brillo floor care POTTER MFG COR PORATION 
° 


a a 6118 N. California Ave. CHICAGO 45, ILL. 
OVER 9,000 POTTER FIRE ESCAPES IN SERVICE 


City & State 
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Rapid Sterilization 


D e4 patch 


ELECTRIC STERILIZERS will 
provide thermostati 
trolled temperatures to 400 
reinforced body with 
duuble-steel walls and doois 
easy-loading adjustable 
3-heat switch fer 
slow pre-heating 


TA 


ally con 


shelves 
fast or 
ow oprating 
ost 


Positive sterilization guaranteed. Heat pene- 
trates rapidly to destroy bacteria on instru 
ments, glassware, needles. Designed to meet | 
the usual requirements of hospitals, labora- 
tories and medical depots. Easy to operate | 
—just turn the switch and set at the desired 
heat. Six capacities, 110V or 220V AC are | 
available for quick delivery. 


ali 


Dil 


Ask for 
BULLETIN NO 








110 


DESPATCH 


OvEN 
co 


333 DESPATCH BLDG 
MINNEAPOLIS 14, MINN 


Established in 


1902 


The specialized knowledge and experience of the janitor 
supply house displaying the National Sanitary Supply 
Association Emblem will prove helpful to you in the 
proper selection and use of the latest and most efficient 
equipment and supplies for speeding up your cleaning, 
Proper sup- 


maintenance and sanitation program. 


plies, equipment and 
Buy WitH CONFIDENCE 


from the Janitor Supply House 
Displaying the N.S.S.A. Emblem 


Nationat Sanitary Suppty Association 


(INCORPORATED NOT-FOR-PROFIT) 
National Headquarters: 139 North Clark Street, Chicago 2, Ill. 
Leo J. Kelly, Executive Vice President 


methods definitely re- 


duce cleaning costs! 
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Brighter Floors 


with 


DOLCOWAX 


First in importance in a floor wax is dura 
bility. Actual comparative traffic tests show 
that DOLCOWAX is out front in scuff re- 
sistance and long-wearing service—the re- 
sult of precise blending of fine ingredients 
including selected grades of carnauba wax 
ONLY carnauba wax is used. 


DOLCOWAX spreads and levels well... 
formsa hard, durable coating, highly water- 
resistant. It preserves flooring and helps to 
lengthen the life of expensive linoleum 
cork, rubber and mastic. 


Write for complete illustrated booklet “Floor Main 
tenance” and folder ‘How Do You Judge a Wax? 


The C. B. DOLGE CO. 


WESTPORT, CONNECTICUT 
stanstee. CABINET 
STANSTEEL 
DESIGNED FOR USE IN EVERY 


HOSPITAL DEPARTMENT 


ALL WELDED 
STEEL CONSTRUCTION 
H W D 


« ompletely erected 


68 36 22 


Shipped 
Ready for 
Immediate use Divided into 
two convenient sections. | pper 
part has two recessed adjust 
able 
sliding glass doors. Lower sec 
shel! 
and two reinforced doors equip 
lock and keys 


and three point locking device 


IDEAL FOR 


Use in wards 


shelves enclosed by two 


tion has one adjustable 


pe i with yale 


lispen 
kite nies jressing roc 


fr = oe ee eee ee ee ee ee eee ee ee ee ee ee ee oe 

B STANDARD STEEL EQUIP'T CO., INC., Dept. MH-2, Colteze Point. N.Y. 
a 4 
4 | 
q i 


Leese eweweeses ees eee eaaa | 
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bie Kidbor 


ON EVERYDAY 
ee Large MAINTENANCE 


New Catalog 
Just off the 


Press FOR ALL FLOORS... 


* 
suneN a Whether wood, marble, terrazzo, linoleum, 
Qu EVERYTHING rubber tile, asphalt, concrete or composi- 
FOR THE tion floors--you can keep floors looking right 
... with less labor and lower cost... using 
HOSPITAL” an American DeLuxe Machine! Use it to 
scrub, scour, steel wool, polish, buff or 
disc sand. Maintains full power and 
brush speed on any floor. Satety-Grip 
Switch on handle... plus more new 
features. Three sizes—13, 15 and 
17 inch. Send for catalog and 
prices. The American Floor 
Surtacing Machine Co., 
$46 So. St. Clair St., 


stablished 1898 
Toledo 3, Ohio. 


om Se oN 
a al MERICAN 


303 W. Monroe St. Chicago 6, Ill. J FLOOR MAINTENANCE MACHINES 








he 





The twenty-seventh edition of Hos 

pital Purchasing File is now in prep- 

aration and will be distributed in November to 
serve you through 1950. A completely revised 
classified list of hospital products and services 
. more useful catalog information... a 
completely new section of reference data. 


Watch for your copy of .... 


THE NEW Hospital Purchasing File 


The MODERN HOSPITAL 





CHAIRMAN 


HOSPITAL 
TESTED ~~ 
GLASSWARE 


Join the crowd—see what's 
new in services goods and 
hotels, hos- 


clubs, 


equipment tor 
pitals, restaurants, 
transportation lines and al 
lied fields. Four floors of 
interesting exhibits—the 
world’s largest showing of 


its kind! 


Grand Central Palace - New York 
Nov. 7-11, 1949 
REGISTER NOW! Send che 


of those in your Sold through 


ethical sapply houses. onls 


names and titles 
eive invita 
Ad 


General 


firm who wish to rec 
No registration fee 

L. Lee 
21 West 57th Street 


iat Sek O0c e, o A catalog of MERTEX glassware will be 


sent to you upon request. 

Kindly state your supply house name. 
MERCER GLASS WORKS, INC. 
725 Broadway, New York 3, N. Y. 


Surgical « Laboratory « Scientific Apparatus 
General Supplies 


5 





: Solve the problem of allocation and 

identification of linens, equipment and 
wearables—mark them with Cash's Woven | 

Names. With an eye on lower replacement 
HOSPITAL GROUP ) costs and efficient management, hospitals | 
$F use Cash's Names to identify sheets, towels, | 
blankets, etc., by ward and department— | 


The finest “heart-of-the-wood 


MNade of 
solid, hard 
cherry .. the 
traditional 
wood used 
in America's 
most famous 
furniture. 

e 
Complete groups 
available for 
Hospital Rooms 
and Dormitories 

. 

Write for Catalog 491 


cherry is used for Cheraton Furni- 
ture. Its thorough seasoning and 
protective finish make it highly 
resistant to atmospheric changes, 
handling, and wear. 

All Cheraton pieces have smooth 
surfaces without dust-catching 
corners, and ample floor clearance 
to permit easy ber cleaning. The 
cabinet items are detent 
Cheraton Furniture is made to 
highest quality standards . . . we 
fully guarantee every item against 
defects in workmanship. It can 
be shipped immediately. 


FICHENLAUBS 


For Better Furniture 


3501 BUTLER STREET . . . PITTSBURGH 1, PA. 
ESTABLISHED 1079 





—— \ 
Ask your 

_ Dept Store \ 

or write us your 


requirements 


Personal Name Prices 
12 dex. $3.50 9 dex. $3.00 
6 dex. 2.40 3 dex. 1.80 


WOVEN NAMES 


eliminate unnecessary loss and misuse 


of uniforms and other wearables. 


Cash s Names are economical, 
permanent—the name is WOVEN 
into the tape; won't run or fade; 

last as long as the articles they mark; 
sanitary because they stand boiling 
And they're easy to attach with 
thread or Cash's NO-SO Boilproof 
Cement (25¢ a tube). 


anit 


So. Norwalk 12, Conn. 


or 
6208 So. Gramercy Pi., 
Los Angeles 44, Calif 
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to prevent: 


e accidental spilling 
e lost lids 
e soiled or dented rolls 


e tampering 











What’s New for Hospitals 





OCTOBER 1949 


Edited by BESSIE COVERT 





“Push-Button” Sterilizer Control 


he sterilizing cycle can now be auto 
natically controlled for all types of loads 
with the new Cyclomatic Control devel 
ped by the American 

and introduced to the held at the 


the American Hos 


Sterilizer Com 
pany 
recent meeting ol 
al Association 


This 


urate, 


electromatic control gives ac 
precision sterilizing technic with 
Che operator sim 
the 


and 


i minimum ot effort. 
“Timer” and 
Control” the 


without further attention 


ply sets the “Selector, 


the “Central Cyclo 
matic Control, 
carries the material through sterilizing, 
exhausting and, when required, drying 
Three lights—red, amber and green—on 
the 
tion of progress during all phases of the 
\ flashing light and a 


that sterilization ts com 


control panel provide visual indica 


sterilizing cycle. 
DUZZEr indicate 
pleted. 

The “Selector 


nstruments or Huids. 


is set for Wrapped packs 
s| he 


erns the period of exposure, starting only 


“Timer” gov 
, biel 
iter sterilizing temperature is reached in 


the chamber 


The sterilizer may be operated man 
" 


the electric 
Control, 


case ot tailure ot 
power the 
n which case the 
to “Manual.’ 


The new automatic 


ually in 
Cyclomatx 
“Selector” 


serving 
& 
Is switc hed 


‘push-button” con 


trol is available on all new American 
Sterilizers, either rectangular or cylindri 
cal models—electric, steam or gas heated 
built-in or open mounted, with the ex 
laboratory steri 
Also, the 
American Stert 


1930, with the 


ception of single wall 
izers and mattress disintectors 
company states that all 
lizers built since January 
above exceptions, can be “Cyclomod 
ernized” with the 
American Sterilizer Co., Dept. MH, Erie, 


Pa. (Key No. 914) 


Cyclomatic Control 


Vol. 73, No. 4, October 1949 


‘ Address manufacturers for further 


Water Softener 


The Crane Company has announced 
Sottenall, a two-tank water 
conditioner designed to 


the new 


softener and 
soften the hardest water and at the same 
time remove iron, manganese, light sedi 
ment and other High ca 
pacity zeolite softening material is fur 
nished with the softener. This zeolite 1s 
permanent, can be regenerated indefinite 
ly, and is designed to last for the life of 
the The Softenall is 
in 4 sizes with softening capacities vary 
ing trom 30,000 to 90,000 grains. The 


impurities. 


installation. made 


units are compact, Varying in size Of Oc 
cupied floor space from 16 by 26 inches 
to 22 by 38 inches. Crane Co., Dept. 
MH, 836 S. Michigan Ave., Chicago 5. 


(Key No. 915) 


Instrument Washer-Sterilizer 








Improvements in both design and per 
tormance have been incorporated in the 
Washer 


been 


new Castle “150° Instrument 


Sterilizer. The new teatures have 
added to provide greater economy, greater 
convenience, a saving in personnel time 
trouble-tree 
and 


are enclosed and 


and 
All 


new 


completely operation 
the 


the entire 


mechanism indicators in 
model 
housed in. streamlined stainless 
which not only is 
kept clean. The 
reduced to one single lever 

| g ; 


unit 1s 
| 


steel attractive but ts 


easily control valves 


have been 
resulting in an ethcient washer-sterilizer 
unit. The complete washing, sterilizing 
and drying cycle is completed in 10 to 
12 minutes. Wilmot Castle Co., Dept. 
MH, 1175 University Ave., Rochester 7, 


N. Y. (Key No. 916) 


Cancer-Finding Curette 


An endocervical coning biopsy curette 
has been designed by Dr. Saul B. Gun 
berg, College of Physicians and Surgeons, 
Columbia University, for use as a new, 
simple method tor early detection of can 
cer of the cervix. Clinically tested and 
approved by the Columbia-Presbyterian 
Medical Center, the curette is used for 
taking a sample of tissue from the uterine 
cervix by a painless, quick and simple 
method. The new instrument is being 
manutactured by J. Sklar Mfg. Co., Dept. 
MH, 38-04 Woodside Ave., Long Island 
City 4, N. Y. (Key No. 917) 


Evenflo Deluxe Nursers 


The new line of Evenflo Deluxe Nurs 
ng Units, in both 4 and 8 ounce sizes, 
is made of heat-resistant Pyrex brand 
glass. The bottles have high resistance to 
thermal shock, thus reducing the danger 
of thermal breakage when bottles are 
sterilized and also saving time for nurses 
who can place chilled bottles directly into 
hot water for heating and can cool over 
heated bottles quickly under the faucet 
The new Deluxe units have all the fun 
tonal advantages of the standard nursers 
Pyramid Rubber Co., Dept. MH, Ra- 
venna, Ohio. (Key No. 918) 


Blood Bottle Shaker 


Proper agitation of the blood during 
blood collections and re suspension of the 
cells in refrigerated plasma are performed 
iutomatically with the Tomac Blood 
Bottle Shaker. The bottle is shaken 120 
times per minute with the shaker which 
is adjustable to other speeds if desired. 
The shaker installed 


can be wherever 


%) 


American 


MH, 


there is a 110 volt AC outlet. 
Hospital Supply Corp., Dept. 
Evanston, Ill. (Key No. 919) 
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Mengel Adjustabed 


Ilospital administrators, nurse super 


isors, doctors and others in the hospital 
the Mengel 


chron 


Wil be 


\djustabe d 


interested in new 
llescent. of 
| 


ior cony 


sease patients requiring bed rest 


the 


bed 


upon 
hos 
the 
mattress 
ot a regular It 
3, inch plywood, notched and 


caving hospital. moditied 


pital designed tor home use, 


\djustabed is placed under the 
single or double bed. is 
made of 
hinged for quick alterations of position 


l 
DV 


lifting the hinged parts of the upper 
tion into notched steel brackets. Many 
with the Ad 


becomes a bed he 


Sec 


positions are possib! 


justabed which ird in 
wh ct can x 
oldec The Mengel 
Company, Dept. MH, Louisville 1, Ky. 


(Key No. 920) 


the flat position and 


! easily tor storage 


Air Freshener 


Fortified with a high cont 


lene glycol and triethylene 


s descritk sa 


eee ty 


\ 


nates objectionable odors almost instantly 


y neutraliz then Tests have indi 


cated that these 


ng 


glycols also ha ct 


lal qualities 


1s. which Sil 
penser. Designed 
th dispenser 
nches in 
touch 
that qt 
Ts. 


Portland, Pa. 


the air, destroyin 


Woodlets Inc., Dept. 
(Key No. 921 ) 


MH, 


X-Ray Screens 


X-ray screen 


intensifying 


The a 
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Address manufacturers for further 


perception of detail in fluoroscopic ex 
and the results have been 
incorporated in the new line. Radelin 
Div., United States Radium Corp., Dept. 
MH, 535 Pearl St., New York 7. (Key 
No. 922) : 


imimnations 


Springless Wheel Chair 


Shock absorption and smooth riding 
qualities are provided in the new Gen 
dron wheel chair through a tubular steel 


formed in an ellipsoid from which 


thus oby 
Arm 


section of the 


frame 


the seat is suspended, iating the 


necessity for springs. rests are 


nounted on the t 


the 


op irame 


1 
nd bottom section ts attached to the 


The 
the 


wheel chair chassis construction 1s 


designed to prevent 

to 
ride” without shocks or bumps 
The 


open 


re chan becoming 


out of line and provide a “foating 


back of the chair, constructed of 


woven cane, adjusts automatically 


to any desired position trom straight to 





ind av be 


Phe chair ts 


ll metal parts are 


securely 


in 1 


no 


1 and finishec in tan 


and it is equipped with rubber 
indl Standard equipment in- 


| 


aa 


rake . 


idually justable leg rests 
le scoped at 

which fold just to 
three lengtt 


eths. Gendron Wheel Co.. Dept. 
MH, Perrysburg, Ohio. (Key No. 923) 


under the se 
ind ad 


qa Aad 


me te 


in footboar 


Electric Meat Chopper 
he 


i quality 


Model “D 


new Meat ¢ hopp r is 


MNnomMK al 
high 
functional, « 


has a 


minute and 


in ec price 


in cmenens oe aa) 
ncorporating durability, quality 


rtormance and 
the new 
] 


pounds per 


isy-to-ciean 


se 
lesign, mode ol 


wacity 
Is equipped 
vith a feeding tray and hardwood meat 
ler. It p. AC 
and is equipped with an overload 


the 


reec 1S powered by a 1 


1otor 
built-in 
toggle Gen- 
eral Slicing Machine Co., Inc., Dept. 
MH, Walden, N.Y. (Key No. 924) 


motor, a 


S foot 


switch to protect 


switch and an cord 


Fabrilite Sheeting 


\ new hospital sheeting without fabri 
insert, Pont “Fabrilite” Quality 
3510-U, is engineered for hard general 
wear in the hospital, including use in the 
mortuary and in ambulances 

“Fabrilite” has excellent tensile strength 


du 


and abrasive resistance, is easily cleaned 
and sterilized, resists cracking, peeling 
and sticking and is stain resistant, accord 
The thin, soft, 
pliable sheeting conforms to body posi 
It 
is available in rolls of 50 yards or halt 
rolls of 25 yards, 36 inches wide. E. I. du 
Pont de Nemours & Co., Inc., Dept. MH, 
350 Fifth, New York |. (Key No. 925) 


ing to the manufacturer 


tions, thus adding to patient comfort 


Mimeograph Drawing Boards 


Two new illuminated drawing boards 
designed to simplify tracing of illustra 
and 
ruled forms on stencil sheets have been 
Model 4 


light weight, portable model designed 


tions lettering and designing of 


announced. is an inexpensive, 
institutions using illustrated 
mimeographed copies and ruled forms. 


Model 5 is designed for precision draw 


for small 


ing, lettering and forms. New, movable, 
calibrated vertical and horizontal ruling 
edges give drafting table precision and 
facilitate simultaneous design and ster 
cilization of forms, graphs and charts. 
The board features fluorescent lighting, 
new type stencil clamps and new slot 
type positioning for the stencil. 

The Tiltoscope base is available for 
use with Model 5 for sit-down operation. 
This pedestal-type with 
swivel top action permits tilting of the 
board to any convenient working posi 
tion. A. B. Dick Co., Dept. MH, 720 W. 
Jackson, Chicago 6. (Key No. 926) 


metal, base 


Aluminum Filing Shelf 


\ filing department accessory designed 
to speed up filing is an aluminum shelf 
to be hung on the side or front of the file 
drawer to hold the material to be tiled 
Made of light, anodized alu 
minum, the shelf provides a handy place 


durable, 


and 


ls being hled can be placed 
The 
General Fireproofing Co., Dept. MH, 
Youngstown 1, Ohio. (Key No. 927) 


for recor 


in position or removed instantly. 
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Wood Floor Finish 


\ solvent-type non-slip floor polish 
especially formulated for wood floors has 
permit 
polished without 
with high resistance to 
Known as 


been developed to hardwood 


floors to be being 
slippery and 
scufhng and trafh« 
Trafco, the polish has special ingredients 
in the formula which loosen dirt so floors 
can be cleaned and repolished in one 


wear. 


operation. 
Buthng gives the finish an attractive 
sheen which is more non-slip than be 
lore buthng and Tratco is designed to 
resist the tracking effect of heavy trath« 
Walter G. Legge Company, Inc., Dept. 
MH, 101 Park Ave., New York 17. (Key 


No. 928) 


Convertible Nurse’s Room 


Furniture specifically designed for use 
n rooms which must serve as living 
room, bedroom and study has recently 
been introduced by Knoll 
Known as the Knoll Convertible 


particular 


Associates. 
Room, 


the new turniture, of aluc 


in nurses’ homes or stafl quarters, 


modern and simple in line, made of 


with tab 
] 


COLOT 


handsome woods and covered 


t beautitul texture and 


lurably constructed of fire-resistant 


ind table and chest 


with Parkwood, a plasticized 


terials tops are 


ished 
wood resistant to hard usage. 


The attractive sota, when the room 
is used as living room, is readily con 


ertible into a single bed, by the adjust 
The 


springs 


ment of a simple swing back. foam 
box 


Che 


ously designed chest in this unit serves 


rubber mattress rests on 


which stand on 6 inch legs. ingeni 


1 threefold purpose. It provides chest 


space for storing clothing and_ other 
necessities and serves as a desk or dress 


ing table, depending upon the use de 


sired. Louvered drawer fronts eliminate 
the need for hardware 


is lined with Formica 


7 he top drawer 
ind the front ot 
the top drawer in one section is hinged, 
On hitting 


the lid of the drawer in the other section, 


Lael 
desk, 


opening out to form a 


1 mirror converts the chest into a dress 


ing table. An 
with 


ittractively designed arm 
chair upholstered seat and back, 
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straight, small arm chair with molded 
plywood seat and back and _ attractive 
tables with modern, simple lines are also 
designed for use in this room. Knoll 
Associates, Inc., Dept. MH, 601 Madison 
Ave., New York 22. (Key No. 929) 


SaniPhilm Covers 


\ new, improved type of vinylite plas 
tic, known as SaniPhilm, with the water 
proof qualities of rubber and the texture 


tine sheeting, is being used for a line 


of mattress covers, pillow cases and 


iprons. It does not crack, peel, stiffen or 


tear easily and when used on hospital 
heds need for 


eliminates the rubber 


sheeting and bed pads 
the 


finished products, 


electronically 


All seams in 


even slide fasteners, are 
welded, thus making them durable and 
waterproof. Tests conducted by the U.S. 
Festing Co. showed SaniPhilm products 
to be resistant to steam sterilization, pa 
bacteria, pathogenic fungi, stains 


It was ilso shown to he re 


hoge nic 


odor 


ind 


. ‘ , 
sistant to burning, cracking and _ skin 


irritation. Use of the covers simplifies 


bed making and lengthens the life of 
nattresses and pillows. The covers can 
ve cleaned and stored like ordinary bed 
inens. Philmont Mfg. Co., Dept. MH, 
60 Honeck St., Englewood, N.J. (Key 
No. 930) 


Glyco-Mist Air Sanitizer 


A combination of triethylene glycol, 
propylene glycol and quaternary ammo 
nium compound in a volatile type base 
suitable for aerosol spraying, Glyco-Mist 
is designed for the disinfection of in 
animate objects, the sanitizing of air 
when sprayed in a fine mist and the 
neutralization of disagreeable organic 
odors ; ’ 

Glyco-Mist has bactericidal action when 
mopped or sponged over surfaces and 
leaves a residue which inhibits the 
growth of germ life and protects the 
surface from algae or fungus growth for 
a reasonable period of time. Glyco 
Mist is available in containers ranging 
from pint bottles to 55 gallon drums. 
James Varley & Sons, Dept. MH, 1200 
Switzer Ave., St. Louis 15, Mo. (Key 


No. 931) 


Cheraton Furniture 


i 
| 


\ complete line of Cheraton hospital 


room and dormitory furniture, made ol 
solid cherry in modern styling, has been 
introduced by Eichenlaubs. Designed 
with smooth surfaces to simplify main 
tenance, all pieces in the line have ample 
Hoor clearance to facilitate floor cleaning 
The cabinets are dustproof and all joints 
are securely anchored and_ reenforced. 

The simple lines make it possible to 
fit the furniture into any decorative plan 
for patients’ rooms or nurses’ dormitories. 
Cheraton hos 


beds, 


Included in the line are 
pital 
chests, dressers, bedside cabinets, overbed 
desks, 
night tables, easy and straight chairs and 
room accessories. Eichenlaubs, Dept. 
MH, 3501 Butler St., Pittsburgh 1, Pa. 


(Key No. 932) 


and dormitory tootstools, 


tables, dressing tables, screens, 


Contrast Medium 


\ new contrast medium, Veri-O-Pake, 
has been announced by General Electric 
X-Ray. 
search and clinical experiment, Veri-O 
Pake is said to stay opaque longer than 


The result of several years of re 


any known barium product, to give more 
opacity with less material, to increase 
normal motility without altering the mu 
cosal pattern, to ensure normal elimina 
tion, to provide better and more uniform 
adherence and to cause no nausea, vomit 
ing or constipation. The product reduces 
patient waiting time while allowing sut 
ficient time for examination. General 
Electric X-Ray Corp., Dept. MH, 4855 
W. McGeoch Ave., Milwaukee 14, Wis. 
(Key No. 933) 


Body Elevator 


The Ohio-Scanlan body elevator is an 
adjustable accessory recently developed 
for use on operating tables. It fastens to 
the accessory rails of the operating table, 
is made of brass, nickel plated, and has 
a saddle that is raised by worm gear and 
can be locked at any point. Large and 
small saddle horns are adjustable along 
the saddle and held in place with a 
simple locking device. The Ohio Chemi- 
cal & Mfg. Co., Dept. MH, 1400 E. 
Washington St., Madison 10, Wis. (Key 
No. 934) 
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Troy Rocket Press 


emerson 
Pe — ae 


The Rocket 


n it 


ess sl 


new Troy press, ay 


models, most ot which have stain 


heads as standard 
air-operated laundry 


eel “floating 


equipment, is an 


press designed tor tast, simple operation 


One advantage ot the hard stainless stec 
| is said, is that cannot be 


Other tea 


they 
buttons or buckles 


the new presses include simpli 


control I echanism 

light control buttons 
new Troy Laundry 
Machinery Div., American Machine and 
Metals, Inc., Dept. MH, East Moline, 
Ill. (Key No. 935) 


cylinder, teather 


streamlined design 


Small Dishwasher 


he Niagara Jr. is a dishwasher 


iesigned tor small institutions or teeding 


new 


nits serving 150 or less per 


It is a sink-high machine with a 


persons 
ie al 


tank, each heated 


Dy 


wash tank and a rinse 


to the idual 


The 


which ts a 


proper temperature indiv 


burners or injectors 


Power 


vas steam 
Niagara Paddle, 


paddle wheel tor throwing a 


large vo 
me of water and washing solution over 


the with great force, 1s used in 


to 


dishes 
thorough 
hot 


used as 


unit ensure 


small 


\ swivel t 


new 


vashing aucet with and 


taps permits the unit to be 
| being operated 


Niagara |r 


tinish or 


W he n 
The 
} 


in either duce 


lar SINK not 


1 dishwasher new 


val ible stain 
ss steel. G. S. Blakeslee & Co., Dept 
MH, 1844 S. 52nd Ave., Chicago 50 


(Key No. 936) 


Artificial Hands 


Grip-Finger Hand 
inced tor an 
tacilities 
ippearance 
prosthetic 
oma rth 
tween 
thumb opens, 
hold 


shape witl 


or 
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iminated wood, is light in weight but 
strong, and can be worn with or without 
i glove 

\nother new item developed by the 
seme company is the self-locking plier, 
t hand tool tor use with artificial arms 
locks 


locked on any article until it is opened 


which automatically and stays 
by pulling the lever on which the cord 
is attached. It is designed especially for 
the use of those handling tools of any 
kind. Ray Trautman & Son, Dept. MH, 
410 Portland Ave., Minneapolis 15, 


Minn. (Key No. 937) 


Counter Model Steam-It 
The 


counte 


new Steam-It is an insulated 


model ressure cooker designed 


tor frequent food preparation anc pro 


iding steam pressure cooking for smaller 
institutions, diet kitchens or as a supple 


ment to the regular cookers in larger 


institutions. Combining maximum cook 


ng speed with minimum fuel consump 


tron, the cooker operates uncer pressure 


from 3 to 15 pounds 


It is equipped with 


, ' 
standard ices plus an insice 


f-sealiny door 


The Steam-It generates its own steam 
It is sanitary and easy to 
shelf 


} tal 
« aken 


and pan 
out 
is done in stance 


with i 


p, pertorate d « 
| 


is finished in pol 


with imterior tinish 


um. A stand ts avail 


ot anodiz 
ible if co 1 llation is not de ! 
The Market Forge Co., Dept. 
Everett 49, Mass. (Key No. 938) 


SIrec 


MH, 


inte 


Sterling Chinaware 


\ new line of tunctional, streamline: 


vitritted chinaware, designed by Russe 
Wr 
Chi 
Lhe 
to take ¢ € 


ght. is being introduced by Sterling 


institutional 


— 


na Company tor use 


new line offers different piece 


ery institutnonal need 


ivailable in a choice of 4 
Yellow, Suede 
Gray and Cedar Brown. Sterling ¢ hina 
Co., Dept. MH, Wellesville, Ohio. (Key 


No, 939) 


ivy Green, Straw 


Shaking Bath 


Two new constant temperature shak 
innounced recently 
One 


ing baths have been 


by Precision Scientitic Company 
has special application in biological lab 
oratories tor the shaking incubation ot 
tissue, toods cultures 
\ choice of three lengths ot shak 
the 


be 


and _ other in test 


tubes 
rate ol 


ing stroke is possible and 


shaking with a full load « 
trom U0 to 192 strokes 
shaking rack has a 
tubes. 


The Dubnoff Metaboli 


Shaking Incubator is designed for use in 


varied 
minute. The 


of 116 test 


an 
per 
capacity 


Precision 


biological laboratories for the incubation 


it tissue slices and homogenates, protein 


coagulations, and 


studies of tissue slices and homogenates 


aerobic and anaerobic 
1 1 } 

It also has general utility where constant 

shaking 

ncubator has ad 


temperature and are needed 


Vhe 


from 


temperature range 


room to 100 degrees ¢ ind the 


speed of shaking can be adjusted from 
Thirty 


incubated, 


0 to 150 oscillations per minute 


reaction vessels can be 
| 


cooled, 
bole and gas equilibrated simul 
taneously. Precision Scientific Co., Dept. 
MH, 3737 W. Cortland St., Chicago 47. 


(Key No. 940) 


Holt All-Purpose Machine 


The Holt Tandem Motored All-Pur 
2 Steel Wooling Machine is a dual 


motored machine designed to work fast 


pose | 


md to do a_ steel wooling, cleaning 
polishing, scrubbing, scaling 
of floor. 
uses are quickly 


The 


weeping, 


or joo on any type 


degreasing | 
\ttachmen 
ind easily steel 
| wood 
stains off marble, 
1 t r stone nd 


tloors an 1 also 


terrazzo an mineral 
Hoors 


[he 


vl 
ind n 


is modern 


lure 


in design 
py The Holt 
Automatic Belt Tightener, High Suction 
Vic Holt design 


struction ire incorporated in the 


new m ch 


ne 


operat Procec 


and other ind con 


uum 


ures 


“ ‘ It 


% e 


pendable, rouble-tre operation und 
rugged operating condi Holt Mfg. 
Co., Dept. MH, 651 20th St., Oakland 


12, Calif. (Key No. 941) 


tions 
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Agglutination Viewer 


kasier and more accurate reading ot 


tube agglutination for 


test is claimed 


the improved viewer recently announced. 
Suggested by Dr. K. Diamond 
of Children’s Hospital, Boston, the 


Louts 
in 
strument is designed for viewing test 
n the 


cross matching operations, 


tubes 1 various blood typing and 


for viewing 


Kahn tubes and for other sero-diagnostic 


Hocculation — proce 


lutination and 


The 


illuminated trom above | 


igg 
lures. test tube and its contents 


re 


ulb, 


Wa shielded 
lization of the 
contents being 


a clear visu: under 
the test 
iewed in a magnifying 
Clay-Adams Co., Inc., Dept. MH, 141 
E. 25th St.. New York 10. (Key No. 


942) 


urtace ot tube 


mirror below 


Air Puritier 


Naxon Germitron is an air puri 


producing ultra-violet rays for 


i control and ozone to eliminat 


The u 


Case 


nit is enclosed in a small 
a thermostat 
the 
The 


kitch 


reser ibling 
the 
\C 


tor 


is attached to wall and 


plugged into any outlet 
Gsermitron is designed use in 


ns yathrootr nurseries, patients rooms 


ocations tor 
verm-k g and odor-removing. Naxon 
Utilities Corp. Dept. MH, 3600 Touhy, 


Skokie, Ill. (Key No. 943) 


ind other 


1-k 


Oxygen Tent 


v Series 3 General Autor 


illy Cooled Oxygen Tent 
| ised 


| 


ed occ with mere 


operat 


} E.quippe 


onditions 


The 
mperature, | 


MANent-Cy pe 


is sturdy, light weight steel constr trol 
| edul pec 


PP} 


The 


rustproot an 


with 
W ith he i\ 


nterio;r 


y duty ball ring casters 


he 
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(seneral Automatic has been accepted by 
the Council on Physical Medicine of the 
Medical Association and only 


\merican 
Laboratories’ approved 


Underwriters’ 
motors and electrical equipment are used 
in the units, according to the manutac 
turer. General Hospital Supply Service, 
Inc., Dept. MH, 256 W. 69th St., New 
York 23. (Key No. 944) 


2 


>. 


Bookkeeper’s File 


Specifically designed for hospitals to 


accommodate time cards, canceled pay 
roll checks, copies of vouchers and finan 
cial correspondence compactly in one 

ne 


unit, the new Bookkeeper’s File has sj 
cially developed celluloid guide cards 
and 


including semi-monthly 


monthly, 
weekly guides for time cards and dupli 
payroll checks 
guides I 


The 


lrawers for 


cate as well as monthly 


" 
or cance hecks 


has double-compartment 


4+ by 6 


tile 
inch cards, 2 drawers 


or checks and etter sized drawers [or 
orrespondence. It is constructed of tur 
ture steel with welded reenforcements 


at all points of strenuous wear. It is avail 
ible with lock if desired, finished in gray 
olive green. Physicians’ Record Co., 
MH, 161 W. Harrison St., Chi- 


(Key No. 945) 


De 
cago ». 


pt. 


Reynolds Restaurant Wrap 


Lightweight pure aluminum foil in 
lls in a size to fit wall or table dis 


ulable. It is also used 


pensers Is Now a\ 
of tood to be 


for 


nclud 


covering trays stored 


and 
to 


meats, Sa ad 


sandwiches, it 
edges of plates and trays to provide an 
| 


air-tight covering, thus keeping tood 


ing cold greens 


since can be sealed 


Poultry and meat roasts 


trom drying out 
completely wrapped in the foil and then 
cooked require no basting and show 
considerably reduced shrinkage. The 
material is durable and the same piece 
1 can be used many times. Reynolds Metal 
| Co., Dept. MH, 19 E. 47th St., New 


York 17, (Key No. 946) 


One-Compartment Steamer 


Cub” is a new model 
n 


The 
steamer for small hospitals, for use 
as an auxiliary cooker 


Steamcratt 


kitchens or 
larger kitchens. It has a single com 

hold standard 
ifeteria pans and takes up a minimum 
It with its own 


but 


diet 
ior 
partment designed to 3 


available 


0 space. IS 


used tor 


counter or table It can 
operated by piped or tank gas or elec 
makes steam. The 
ot with 


can also be 


installation. 


sieel base 


be 
tricity and its own 
init is made stainless metal 
tberglas insulation. The Cleveland 
Range Co., Dept. MH, 3333 Lakeside 
Cleveland 14, Ohio. (Key No. 


Ave., 


947) 


Soluble Tea 


\ new soluble tea product known as 
Nestea, similar to the coftec 
product, Nescafe, is now on the market. 
\ and pekoe 
teas carbohydrates 
idded to protect the favor, Nestea 
economical and quickly prepared prod 
hot or t 
Nestea there is no waste as the 
tea needed Is measured 


soluble 


l 
peKoe 


blend 
with equal parts of 


ot orange 


Is an 


uct tor iced tea. 


With 
imount 
cup for hot tea and_ boiling 


exact ol 
into the 
water poured over it which completely 
dissolves the Nestea. For iced tea, the 
needed amount of Nestea is placed in 
i glass, a small amount of boiling water 
and cold water 
idded, thus effecting a in 
as well as in tea. The Nestle Company, 
Inc., Dept. MH, 155 E. 44th St., New 


York 17. (Key No. 948) 


poured over to dissolve it, 


ving 
saving Ice 


4-Lite Guthlite 


The Guthlite, Jr 
+-40W size featuring high lighting 
ethciency with low surtace brightness. 
The fixture is of all metal construction 
with louvers hinged for easy relamping 
Ihe the luminaire are illumi 
nated by a spill light to produce a radi 
int glowing effect. The Edwin F. Guth 
Co., Dept. MH, 2615 Washington Ave., 
St. Louis 3, Mo. (Key No. 949) 


is now available’ in 


sides of 
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Central Oxygen Supply 


New Puritan equipment has been ck 


signed for central oxygen supply systems 


or installation in new or present build 


nys which for either cor 


¢ tion. The Puritan 
Compressed Gas Corp., Dept. MH, 2012 
Grand Ave., Kansas City 8, Mo. (Key 


No. 950) 


i rouvic ree Opera 


Bulk Ice Makers 


th Frigidaire Div., 
General Motors, Dept. MH, Dayton 1, 
Ohio, (Key No. 951) 


oO opening 


Fanfold Writing Machine 


d mact 
The new 


automatic 


ne ne 


machine is equippe 


el return and a 


position Carriage return 


feature. Designed for using n 


I cont 1o0us 
forms, there is also a transparent fe 


} 


rr 


utting knife for unobstructe nsertion 
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ot loose torms and the torm measuring 


redesigned tacilitate 
I he key 
board is standard, thus being adaptabk 
I Underwood Cor- 
poration, Dept. MH, | Park Ave., New 
York 16. (Key No. 952) 


guide has been to 


removal ot torms typewriter 


tor use by all typists 


Magee Bassinet 


Che Magee Combination Bassine 


Dressing Stand provide ndividua 


in 


fant care without 


e construction 
nally designed 


I lospita 


sinet has 


Magee 
1 
r the 


Ihe 


Aloe Co., 


St. Louis 


Olive St.. 


Dept. MH, 1831 
Mo. (Key No. 953) 


, 


“Imperial” Signal Button 


tton 


onne ny 


I nu i syste 
Signal Systems Co., Dept. MH, Need- 


ham 92, Mass. (Key No. 954) 


\ or wire rses m 


Biological Refrigerator Insert 


Insert units for storing biologicals and 


pharmaceuticals requiring refrigeration 
ib] nstallation in West 
The are 
| 


nouse 


are now aval vic I 


nghouse retrigerators. inserts 


ble tor all Westing model re 


ors and are constructed of chrome 


teel. Drawers have perforated cane sides 
h solid backs 
ent them trom pulling o1 
| leg 
the 
panel 
ich draw Westinghouse Electric Ap 
pliance Div., Dept. MH, Mansfield, Ohio. 


( Key No. 955) 


ind bottom wit and stop 


atches 
Phe 


inserts Ni 


| 
lal 


ive § to 


rubber bumper 


ent iy to the liner of re 


werator and there 1s a name ol 


Versa-Tile Flooring 


floor tile has been 


designed 


ur pose 


which ts for 


use 


g on grade and above grade 
be ed over concrete or wood 


ippil 
floors and on top of old or new flooring 
is Bonny M 


Known aid Versa-Tile, test 


t to be 


prod have shown 1 


naffected by tats, grease, gasoline 
noisture, milk, harst 

ind other materials 
to 


ibr asive 


sistant 


vecome brittle ith 


Bonny Ma 
and 


feature 


inch 


€ S1ZeSs, 


range of border 


( 


ised in Versa-Tile 


other materials and pig 


ment he color j design 


the 


ink are 


the I t 


0 lepth ol the 

initary, resilient, 

. non ind h 

irb lesig Bonafide Mills Inc., 

Dept. MH, 295 Fifth Ave., New York 16. 
(Key No. 956) 


ver 


attractive 


as 


Plastic Door Plates 


ad sresistanc 


proved that it 


" wiped eal 


resistant to 


li 


inse 


sing soli ents, 


emulsions, 1 


vreases and un 


water. Tests of ex 
conditions 
limensional changes of no 
l The GI 
furnished 
lateral 


humidity 


er cent new 


1Oo yates are in 


kness and dimension 


; ' , 
with ves eled and screw 
’ in black 
General Electric Co., Dept. 


MH, Pittstield, Mass. (Key No. 957) 


lok 
ire wa DIC 
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Hemo-Pak Gauze Pharmaceuticals 


Hemo-Pak Oxidized Gauze is now 


available in a 3 by 3 inch, 8 ply sponge, 
which 


Solvets Penicillin 


sealed sterile in standard tubes 
may be 


Solvets Penicillin G, Crystalline-Potas 
name given to a new penicil 
in tablet No. 200 containing 
90,000 units and Solvets No. 201, 100,000 


designed 


mmersed in a suture storage 
‘ 5 ium ts the 


olution for sterilizing the 
| 


exterior of the 1 
Soivets 


the before unsealing 
\lso added to the 
terine gauze packing strips 
of the 
effectiveness of oxidized cellulose 


this new item produces 


line are 
units. Solvets are for use in 


Hemo Pak 


inches by ; 
immediately 


milk or 


local 


pediatrics since they are 


vards, + ply. Because hemostatic f 
formulas, 


for 
sublingual use in direct 
idministration. They are supplied in 
>4 and 100. Eli Lilly & Co., 
Dept. MH, Indianapolis 6, Ind. (Key 
No. 961) 


soluble in feeding 
gauze 
use, 


water; to make solutions 


ilmost immediate 
the 


] 
packed int 


ind for oral 


toppage of hemorrhage, according te 
inufacturer, when gently wae 

vottles of 
Johnson & 


Brunswick, 


| 
the parturient uterine cavity 


Johnson, Dept. MH, New 
N. J. (Key No. 958) 


Anatomy Charts Floropryl 


is a brand of isoHurophate 
tension 


the lymphatic, oropry! 


The 


ligestive and urogenital 


neart, ner 


vous, ; 
he reduction of intraocular 
laucoma It is a colorless liquid 


hydro 


systems and the 


topography of organs are subjex 
yzes in the presence of 


} 


harts in the 
acid but 1s 


ered in additional 
series developed » form hydrofluoric 


Unusual th the . uM in 


ng new 
; ve etable oil without deteriora 
Geppert b riceaairat-icate ae 

done 


in oils, in full theretore solu 


f 10 ch 


were 


supplied in 
, 


is designed for 


irts, 
and is 


onsists peanut o1 


1! 
the figures drawn ” corneal instillation 


hes in igainst 


i light blue background for ac 


detail. As 


ribed earlier, 


Size 
entuation ! vials of a 0.1 per cent 


inut oil for ophthalmi 
ise only. Merck & Co., Inc., Dept. MH, 
Rahway, N. J., (Key No. 962) 


of anatomical with the charts ition In pK 


n this series desi these were 


1 by P. M. Lari 


: “ 
with plain rollers top an 


painte ere and are a ul 


1 botton 


with spring roller mounting 
On the hart 


Potassium Theocyanate Enterab 
Tablets 


Lheocyanate Enterab Tab 
. and 3 gr 


are de signe d 


treatment of arterial 
the 
enteric 

the 


but disin 


ilmost 


show trade mark 
| coating 
solvent 
caline inte 
ind the 
the 
ng and 
ot. MH, 
40. 


tablets are supplied in 
bottle Abbott Labora- 
tories, Dept. MH, North Chicago, III. 
(Key No. 963) 


ysten 


iretul 1S wr has ( oO 100 and 1000 


chil 
Dey 
Chicago 


tT the SC I : lor te 
Denoyer-Geppert Co., 
Ave., 


aluc 


tudy 
5235 Ravenswood 
(Key No. 959) 


Oranixon 
Bloodpressure Cuff 


nus relaxant, Oranixon, has 


1 ] 
een announced It is a spinal 


\ir-Lok 


Cutt ne recently 
cuff which ! 


tem depressant, selec 
completely new pr ipl ] seu ely | ¢ Vy} 
Air-Lok Cuff | spinal reflexes without influencing to any 


it normal reflex 


ressure rain 


verexcitability of 
ents of the 
action. It has proved 
many 


1 alternate d 


rections 
relief in 
' 

ar spasm and has 


tucked leather in produ ing 
treated surface neuromusct 
to check epileptiform con 

1 

It is avail 


ulsions within 30 seconds. 


] 


dosage 


in bottles of 


forms: compressed tab 
100. 500 and 


specially wo 


entirely of 


Product Literature 


e “Citrus Fruits in Health and Disease” 
is the title of a booklet published by 
Florida ( Lakeland 
Fla., profession and hos 


pitals charts 


itrus €ommuission, 


for the medical 
text, 


Subjects covered by 


ind x-ray photographs include: value o 


citrus fruits, citrus fruits in normal nu 


fruits in disease, citrus 
fruits and dental health 


patients. (Key No. 965) 


citrus 


trition, 
and hints for 


e Illustrated sheets of typical floor plans 
and suggested equipment for major oper 


iting rooms and obstetrical delivery suites 


ith itemized equipment form 


first of a series of hospital pla 
ning aids offered by the Shampaine Co 
1930 S. Jefferson Ave., St. Louis 4, Me 


Designed to hospital administra 


assis 
tors, planning groups and others con 
erned with equipment, the lists of sug 
gested and alternate equipment are keyed 
to illustrations of equipment briefly de 
| location of the 


rior typical floor 
The accompanying Hospital Work Sheet, 
Form SH, 


Or name 


is to 
1 , 
Ss in the pian 


tor 


ind 


ontains spaces entering 
for keving 


ce of equipment to it 1oc 


(Key No. 966) 


ind number 
Atior 
oor plans 

- ' 
+ page catalog has been Issue 


Inc 


e \ new 
1y Sylvania Electric Products 
Fifth Ave., New York 18, 
omplete line of fluorescent lighting fix 
tures. In addition to full data on appli 


S00) 


covering it 


onstruction, mounting methods 


and 


ition, 


} 1 
renectivity, lamp spa 


maintenance 
fixture, a supplementary sectios 
] How t 


i practical 
luorescent Lighting Installation 


ng on 


guide on 


letails on how much light 
fixture will ao the wb 
ures required and the 


irrang nt. (Key No. 967) 


tixt 


e Appleton Hospital Bulletin No. 1051 
catalogs the line of explosion-proof ele 
uipment and fittings designed 
by The Appleton Electric Co., Dept 
MH, 1701 Wellington Ave., Chicago 13 
lor use in hospit. I surgeries and ane sthe 

Detailed 
llustrations of this equipment, which i 
Underwrit 


information and 


la rooms 


manufactured a cording to 
I Laboratories’ requirements, are n 
led. (Key No, 968) 
e Catalog No. 205, issued by the Crown 
Institutional Equipment Co., 218 S 
Wabash Ave., Chicago 4, gives complete 
descriptive information on its full line 
of institutional furniture and equipment. 
Patient furniture, 
nursing school desks and seating, folding 
chairs, laboratory and cafeteria furniture 


room and dormitory 


processed fabrics, the new cuff contains 


no metal parts. It is designed for ac 


ate re sults in a himum ot time 
A. Baum Co., Inc., Dept. MH, 460 

W. 34th St.. New York |. (Key No. 960) 
No. 4, Oct 1949 


ber 


Address manufacturers for further 


lets supplied 
1000, and elixir 
and | 
Dept. MH, Orange, N. J. 
964) 


lockers are all included 
with illustrations and prices. The 48 


catalog is Tully indexed Key No. 


bottles of wardrobes and 


Inc., 
No. page 


969) 


available in 
pint. Organon 
(Key 


S ounce 


251 


information and prices—or use Readers’ Service blank on page 252 





e Those planning new hospitals or addi 


trons, especially surgical or obstetrical 


wings, will find much helpful informa 
tion in a new hospital planning folder 
prepared by Edward Weck & Company, 
Inc., 135 Johnson St., Brooklyn 1, N.Y 
Suggested layouts for operating and de 
livery rooms, basic major and minor set 
per 


and lists of surgical 


ups for various specific, commonly 
ormed 
supplies are included. The folder is de 
that may be 


idded as required 


operations 


signed so other material 
The equipment and 
supply lists give quantities required, 


numbers and prices. (Key No. 970) 


e “The Mark of a Modern Building” 
is the title of a 40 page booklet on PC 
glass blocks for industrial, commercial 
and public structures published by Pitts 
burgh Corning Corp., 307 Fourth Ave., 
Pittsburgh 22, Pa. General and technica! 
construction details, 
specihica 


data, illustrations, 
diagrammatic drawings and 
are included in the booklet. Glass 
into decora 


tions 
block patterns 
tive and tunctional groups and _ speciti 
Four 


are diy ided 


idvantages of each are discussed 
pages are devoted to the 
blocks in hospitals and schools. (Key No. 
971) 


use of glass 


e A recently issued circular gives inter 
esting information on the new synthetic 
laundry detergent, Skortex, developed by 
W yandotte Chemicals Corp., Wyandotte, 
Mich. Included in the circular are graphs 
showing the soil removal and whiteness 
retention properties of Skortex and an 
illustrated discussion of the relative merit 
of suds in a detergent solution. (Key No. 
972) 


e A most attractive booklet entitled 
“What Every Hospital Director Should 
Know About Latex Foam” has been 
published by the. Rubber Development 
Sureau, 1631 K St. N.W., Washington 
6, D.C. Interestingly laid out and printed, 
subjects covered in the booklet include 
the material; latex foam is comfortable 


TO HELP YOU get information quickly on new products we have provided 
this convenient Readers’ Service Form. Check the numbers of interest to 
you and mail the coupon to the address given below. If you wish other 
product information just list the items and we shall make every effort to 
supply it. If you read the hospital copy or the administrator's copy of The 
MODERN HOSPITAL or for any other reason do not wish to clip the maga- 
zine itself. upon request we shall be glad to send you regularly a reprint 
of this department containing the coupon. 

Bessie Covert 

Editor, “What's New for Hospitals” 


latex foam 1s durable; latex foam 1s 


clean; latex foam is cool, quiet and 


shock-absorbing; 
ind the uses of latex foam. Fac h subject 
sketches. 


latex foam is practical, 


is illustrated with clever 


(Key No. 973) 


pen 


Push-Button' Sterilizer Control 
Water Softener 
Instrument Washer-Sterilizer 
Cancer-Finding Curette 
Evenflo Deluxe Nursers 
Blood Bottle Shaker 
Mengel Adjustabed 

Air Freshener 

X-Ray Screens 

Springless Whee! Chair 
Electric Meat Chopper 
Fabrilite Sheeting 
Mimeograph Drawing Boards 
Aluminum Filing Shelf 
Wood Floor Finish 
Convertible Nurse's Room 
SaniPhilm Covers 

Air Sanitizer 

Cheraton Furniture 
Contrast Medium 

Body Elevator 

Troy Rocket Press 

Small Dishwasher 
Artificial Hands 

Counter Mode! Steam-lt 
Sterling Chinaware 
Shaking Bath 

All-Purpose Floor Machine 
Agglutination Viewer 

Air Purifier 

Oxygen Tent 

Bookkeeper's File 


Reynolds Restaurant Wrap 
One-Compartment Steamer 
Soluble Tea 

4-Lite Guthlite 

Central Oxygen Supply Systen 
Bulk Ice Makers 

Fanfold Writing Machine 
Magee Bassinet 

Signal Button 


946 
947 
948 
949 
950 


953 
954 
955 
956 
957 
958 
959 
960 
961 
962 
963 
964 
965 
966 
967 
968 
969 
970 
971 
972 
973 
974 
975 
976 


‘Imperial 
Biological Refrigerator Insert 
Versa-Tile Flooring 

Plastic Door Plates 

Hemo-Pak Gauze 

Anatomy Charts 

Bloodpressure Cuff 

Solvents Penicillin 

Floropryl 

Potassium Theocyanate 

Oranixon 

“Citrus Fruits 

Hospital Work Sheet 

Catalog 

Bulletin No. 105! 

Catalog No. 205 

Planning Folder 

The Mark of a Modern Building’ 
Skortex 
Latex Foam 
Velva-Glo” 
Folder K7I1 
‘Autobridge 


Uniforms 


I should also like to have information on the following products 


NAME 


HOSPITAL 


STREET 


CITY 


STATE 


MAIL TO Readers’ Service Dept., The Modern Hospital Publishing Co., Inc. 
919 N. Michigan Ave., Chicago 11, Ill. 


line of “Velva-Glo” all 
nylon uniforms offered by Angelica 
Jacket Co., 1419 Olive St., St. Louis 3, 
Mo., is described and illustrated in color 
in a brochure recently released. “Velva 
Glo” is described as a light weight fabric 
with a high sheen that requires no iron 
ng and is resistant to wrinkles, abrasion, 


e The new 


mildew, Hame and moths. A swatch is 
included in the brochure together with 
order blank. (Key No. 974) 

e The many “The New 
Bradley Duo-Washfountain” are illu 
trated and described in a 4 page folder, 
K711, issued by Bradley Washfountain 
Co., 2203 W. Michigan St., Milwaukee 
1, Wis. Modern design, foot control, 


economy, 


features ol 


mixing valve, easily-cleaned 
spravhead self-Hushing 


features of the washfountain Ww hich ire 


and bowl are 


discussed, supplemented by dimensions 
ind diagrams. (Key No. 975) 
e A new folder has been issued on Auto- 
bridge, i recreational game with thera 
peutic value for chronic disease patients 
relieving boredom 
The 
for this game which is 
which 


ind a medium for 


amony convalescents. tolder de 


scribes the 


uses 


played by one person only and 


is designed for beginners as a medium 
well as for ex 
issued by Nu 
Distributing Co., 231 Fifth Ave 
York 1. (Key No. 976) 


for learning bridge as 
perienced players. It ts 
Ace 
New 


Suppliers’ News 


Everest & Jennings, 761 N. Highland 
Ave., Los Angeles 38, Calif., manufac 
turer of folding wheel chairs and acces 
sories, announces that it has taken over 
the manufacture and distribution of Wing 
Folding Aluminum Crutches, the strong, 
single shaft aluminum crutch which can 
be folded when not in use 


Printed in U.S A 
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Hall China has all the qualities essential to good 
coffee service —a heavy, fireproof body that 
cannot absorb flavor or aroma; glaze that is pure, 
leadless and tasteless; thick walls that hold the 


Holl Coffee Pots are 
available in sizes rang- 
process that inseparably fuses body, glaze, and i ing from individual to 


heat. All Hall coffee pots are made by an exclusive 


: vege 7 bonqvet service. 
color. Reasonable first cost and exceptional durability : 9 
keep replacement at the lowest possible level 

i fe } Cat v a8 u ts almost 1,000 different 

Hall ( the 6 


ladle 


THE HALL CHINA COMPANY - EAST LIVERPOOL, OHIO 


lhe tt Large Manufactures Frreproof Cooking China 


Hall coffee pots are 
carefully hand- 
finished by expert 


crafismen. 





S. GUMPERT CO., 


Gelatine Desserts 

Cream Desserts 

Fruit Drinks—(Liquid and Dehydrated) 
Extracts and Colors 

Spaghetti Sauce 


It's a far cry from the newscasting of the 
old-time Town Crier to this morning's 
newspaper averaging 146,000 words! Eten 
a fast-reading Crier would need over 20 
hours to “cry” that much news. 

Today there is also a better way to man- 
age the hospital food budget—a way to 
squeeze more taste appeal and more eco- 
nomy out of every dollar. There are im- 
proved products for you to enjoy, because 
Gumpert research produced them. 


¢ OZONE PARK 16, N. Y. 


Soups—(Liquid and Dehydrated) 
Cake Mixes 
Numerous Other Cooking Aids 


Complete Line of Bakery and Ice Cream 
Specialties 
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Gumpert products for group feeding are 
superior in flavor, pure, wholesome and 
appetizing. Yet despite their goodness, they 
are standardized for complete uniformity 
in large quantities. Every serving is exactly 
the same. Each item is packaged for an exact 
number of portions. There is a big saving of 
preparation time and effort. 

Stretch your budget. Get more value for 
your dollar. Use the Gumpert Line in °49. 


FOR THE FINEST IN FOODS 


has EVERYTHING 





